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PREFACE. 



The author has u^ailed himself of the 
opportunity, in this revision, to give a com- 
plete solution of the elastic arch of variable 
section. The arch of steel and concrete com 
bined is taken up in detail to illustrate the 
general graphical treatment. The method 
to follow for other arches, as those of steel 
stone or concrete, is at once apparent from 
the general solution. 

The aim throughout has been to give a 
clear analysis of principles involved, a know- 
ledge of the fundamental principles of the 
equilibrium polygon being alone assumed. 

This book, although independent of the 
author's other works on Arches, really sup- 
plements them, since in ** Theory of Voussoir 
Arches," the elastic arch of constant section 
is alone treated, and in ''Theory of Solid and 
Braced Elastic Ar^es," the arch of variable 
section is very briefly considered without a 
completely worked out example. 



This work then deals espedaUy with the 
most complicated case, and it is believed that 
a thoroughly practical solution is offered. 

About one half of thig second edition is 
entirely new ; the remainder is substantially 
as it appeared in the first edition,* though 
often more condensed. . 

Credit is given in the body of the work to 
those from whom the author has derived 
assistance. Special mention though is due 
Dr. Hermann Scheffler, as his **Theorie des 
Voutes " has been drawn upon for much of 
the theory in treating culverts and vaulted 
structures. 

The theory of the elastic arch for arch 
bridges of stone, concrete, brick, etc., is advo- 
cated here, as in the author's previous trea- 
tises. This theory, as a practical working 
theory, receives direct confirmation in the 
many experiments performed by the Austrian 
Society of Civil Engineers and Architects, in 
1890-95, on arches of brick and concrete. 

Chafbl Hill, N. C, Angnst 11, 1901. 



* The title of pTevions editioa was ^^VooMoir Archee 
Applied to Stone Bridges, Tannels, Domes, and Groined 
Arches." 
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THEORY OF THE ARCH. 



CHAPTER I. 



ARCHES OP VARIABLE SECTION 
UNDER VERTICAL LOAD. 

INTBODUCTOHY. 

1. The theory of the arch with variable 
section is considered in what follows, and 
a practical solution is offered that is ap- 
plicable to arch bridges of any material, 
such as steel, concrete, or steel and con- 
crete combined. 

To secure the greatest generality, the 
solid concrete arch of variable section, 
with embedded steel ribs, is first fully 
treated. The modification necessary when 
the ribs are omitted is at once apparent, 
in which case the theory applies to solid 
arches of any material, stone, steel, con- 
crete, etc., of variable section, and, in 
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fact, to the *' braced apofe^' of any shape 
or design. The theory pf the arch with 
constant section follows as a special Case. 

Therefore, although the steel-concrete 
arch is alone illustrated in the worked out 
examples given, the treatment is intended 
to show the working of the method to 
arches of any kind, and the method to 
follow in any case is fully indicated in 
the text. 

Of the various types of arch bridges, 
those in steel and concrete combined, when 
scientifically constructed, possess many 
advg,ntages, in that they can be easily 
moulded to the most desirable and beauti- 
ful forms, and the embedded steel ribs can 
supply, when needed, tensile resistances, 
which arches in stone, brick or concrete 
alone are not so well calculated to furnish. 
The steel, too, is protected from the air by 
the concrete, so that the structure should 
last indefinitely. It thus presents a marked 
contrast to the unsightly steel truss with 
parallel chords, which counts its life in 
decades. The concrete has not the com- 
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pressive strength of ston^, but for ordi- 
nary spans, this is not a matter of import- 
ance, as the increase of section in going 
from the crown to the abutment, re- 
quired to avoid too much tension, is gen- 
erally more than suflBcient to provide for 
compression. 

It is perfectly practicable to construct 
an arch of steel ribs braced vertically, with 
stone voussoirs between the flanges. The 
combination would furnish all needed 
tensile and compressive strength for even 
large spans; but it would be difficult to 
protect the steel from rusting, perhaps, 
even with a concrete coating. The main 
objection to it, however, is that stone has 
not the same co-efficient of expansion from 
heat as steel. Certain authorities state 
that concrete has, and further, experiment 
shows that concrete and steel (free from 
rust, paint, scale and oil) exhibits a large 
adhesive strength. The combination then 
possesses so many good qualities that it 
will be thoroughly treated in what follows. 
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FOBMULAS FOR UNIT STRESS FOR A 
STEEL CONCRETE ARCH. 

2. Let US consider a concrete arch with 
steel bars embedded in the concrete as 
shown by the dotted lines in the longitu- 
dinal section, Fig. 1, and in cross section 
by the Uttle rectangles in Fig. 2, repre- 




Fig. 1 



^k 



Fig. 2. 

senting a cross section of the arch any- 
where. The pair of bars in the same 
vertical plane will be called a rib, and they 
may be of any pattern (angles, plates, etc. ), 
and connected by latticing if preferred, 
though the latter is not necessary, since 
the concrete is fully capable of taking the 
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shearing forces (exerted at right angles to 
the ribs) which are small. It is under- 
stood that the steel bars are free of paint, 
oil, scale or rust, so that when embedded, 
the ^dhe^n between the steel and con- 
crete will be complete, and sufficiently 
great to cause the concrete and steel to 
act as one mass. As Frof. Bauschinger 
found the adhesion between iron and con- 
crete to be from 570 to 640 pounds per 
square inch, which is about double the 
tensile strength of concrete, there should 
be no difficulty in having the assumption 
realized. 

3. The steel ribs are generally spaced 
uniformly a few feet apart, and in conse- 
quence a very rough approximation has to 
be resorted to in practice to apply theory 
to the really very cotnplicated case. 

It is assumed, that it is approximately 
correct to consider the material of the up- 
per bars to be distributed uniformly along 
an arch sheet that passes through the cen- 
tre lines of the upper bars, and that the 
material of the lower bars is similarly dis- 
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tributed uniformly along an arch sheet 
that passes through the centre lines of the 
lower bars; so that if A = area of cross 
section of the two bars constituting a rib, 
in square feet, and if the ribs, are spaced 
h feet apart, then A -h J = A, will be 
the area in square feet of the cross sec- 
tion of steel supposed in a slice of the 
arch contained between two vertical lon- 
gitudinal planes one foot apart. It would 
be safer, perhaps, to allow only a f rac^ 
tion of A, in the computation, and cer* 
tainly it would seem advisable to limit 
i to a certain maximum, but as this must 
remain for the present, a matter of judg- 
ment, the simple assumption above will 
be made in what follows, and A, in the 
formulas can be altered to suit the judg- 
ment of the engineer. Therefore a lon- 
gitudinal slice of the arch contained 
between two vertical planes one foot apart, 
will be assumed to have the cross-section^ 
Fig. 3. 

In this cross-section, which is properly 
taken perpendicular to the neutral surface 
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and approximately at right angles to the 
soffit, 



.1 — ki 
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Fig. a 

area of concrete in square feet, 
area (shaded) of two steel bars in 
square feet = A -^ J. 
depth of arch in feet, 
depth of steel rib in feet, 
distance in feet from soffit to cen- 
tre of gravity of steel rib. 



The modulus of elasticity in pounds per 
square foot, 

for concrete = E,, 



for steel = nE, = E,. 



The neutral surface of the arch, where 
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the Btress due to bending moments only is 
zero, intersects the plane of the cross- 
section, Fig. 3, in nn. 

4. In Fig. 4 is shown a side view of a 
part of the supposed arch, 1 foot wide (of 




Fig. 4. 

• 

which Pig. 3 is the cross section), con- 
tained between two planes perpendicular 
to the neutral surface nn\ and making an 
angle a in circular measure, before strain 
between them. A vertical plane midway 
between the faces of the supposed arch, 
intersects the neutral surface in the line 
nri^ = ^s feet in length, which may be 
called the neutral line, and the forces act- 
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Ing npon the artificial vonssoir oonfiidered, 
will have their resultants acting in this 
medial plane; hence the problem is re- 
ferred to one of forces acting in one plane. 

Let B be the resultant of all external 
forces acting upon the section passing 
through fly the forces considered being the 
right reaction, and aU loads acting on the 
arch from the right abutment up to the 
section (or joint) passing through n. As 
is well known, when the true equilibrium 
polygon has been located, the line of 
action of R is given by the side of the 
equilibrium polygon pertaining to w, and 
its amount and direction, from the ray of 
the force diagram, parallel to this side. 

As a and ^s will be considered very 
smali,the voussoir can be considered with- 
out weight or loads acting on it, and be 
treated as a free body acted on by B and 
the stresses resulting from the action of 
the part of the arch to the left of n upon 
the section through n. To ascertain 
these stresses, conceive applied at n two 
opposed forces + R, — B, each equal and 
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parallel to K. The single force R is thus 

replaced by a couple RR -and a force + R 
acting at n. The latter may be decom- 
posed into components T and N tangen- 
tial and normal to nn^ at n. The force 
T causes a uniform shortening of the 
fibres on the voussoir (as will be proved 
in Art. 10) so that the section is moved 
parallel to itself under its action. This 
is not shown in Fig. 4, to avoid confusion. 
The force N acting along the section is 
the shearing force and having but a small 
effect in the deformation of the arch, is 
neglected. 

5. The couple RR is principally effec- 
tive in changing the curvature of the arch, 
and its moment is most conveniently 
found by multiplying the horizontal com- 
ponent of R=H, the pole distance, by the 
vertical distance from n to R. Thus call 
this distance in feet = t ; then if R is re- 
solved where the vertical through n cuts 
it, into a horizontal component H and a 
vertical component, the latter acts through 
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n; hence the moment M of R about ?i = 
moment of couple RE = H^. 

^ = llt {in foot pounds)^ (1) 

when H is in pounds and t in feet. 

Under the action of this couple, the 
angle a is changed to a\ and the curva- 
ture is increased if R cuts the section 
below n (as then the greatest compression 
is at the intrados), and decreased when 
R cuts the section above n. If we call 
Aa = a' — a^ and regard M as + when 
right-handed, this amounts to saying 
that, 

Aa is plus when ^. is plus and there- 
fore R acts below w, 

A a is minus when M is minus and 
consequently R acts above n, 

6. Call the distance of any fibre from 
nn' = V, this being plus for a fibre 
above nn\ minus below. As nn' is very 
small, it can be treated as an arc of a cir- 
cle, and the axis of a fibre in the same 
plane as concentric with it. The length 
of the fibre before flexure is {As + va)^ 
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after flexure {^8 + va'); its change of 
length is, «;(«'— a) = v. Ja. Calling its 
cross-section = a in square feet, and the 
unit stress on it due to M = / in pounds 
per square foot, the stress on the fibre, if 
of concrete, is 

/g= /'f'^ aE,, (2) 

and if of steel, 

fa = f"^^ anE, (3) 

by the ordinary formula connecting stress 
and deformation, 

^ __ elongation of fibre ^ 
•^ " length of fibre ^ * 

r It is plain that {^8 + va) in the de- 
nominators, can be replaced by ^s with- 

r out appreciable error. The sum of all 
the stresses (due to fiexure only) acting 
on the entire section at n is, therefore. 
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Irhere a is to be replaced hj naixx the 
summation for the steel bars; which is 
the same as if at the distance of each 
Bteel bar from the nentral axis, n times 
the same area of concrete was taken. 

Recurring to the free body, Fig. 4, in 
equilibrium under the action of R and the 
resisting stresses along section n; since 
the algebraic sum of the components of 
all these forces perpendicular to section 
at n equals zero (by a law of mechanics), 
and since T, the component of R, is 
directly balanced by the stresses that 
cause a uniform shortening of the fibres 
on the section (Art. 10), it follows that 
the remaining normal stresses (due to M) 
must balance independently, 

2fa = 0, or, 2va = o ; 

which shows that the neutral axis nn^ 
passes through the centre of gravity of 
the revised area of the section. 

Therefore, recurring to Fig. 3, with 
the notation of Art. 3, and calling q the 
distance in feet from the lower edge of 
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cross-section to the neutral line nn, we 
have, for the revised area, 

g(A, + «A,) = (A. I + «A.*) (6) 

which determines q. 

7. The moment of the stress (af) about 
n on any fibre is (afv), 

.-. M = 2{afv) = E, ^ 2(v'a), 

for the revised area. 

Designating by I^ the moment of iner- 
tia of the concrete (of area A,), and by I, 
the moment of inertia of the actual area 
of steel, Ag (Fig. 3), both in feet, 

2v^a = 2(v^a) for concrete + 2{v^an) 
for steel =Ij + nl^. 

M = E. ^ (I. + «I.). 

By reference to Fig. 4 and noting that 
the sections were drawn perpendicular to 
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th^ neutral axis, it is seen that (6) gives 
^a, or the change in the angle between 
the tangents to the neutral line at n 

and n' due to the couple RR whose mo- 
ment is M. This approaches the exact 
truth as near as we please, as Aa and As 
approach zero indefinitely. Therefore^ 
if we could proceed by analysis alone, 
Aa and As are replaced by da and ds 
in (6), and the result integrated to find 
the change in the inclination of the end 
tangents of the neutral line corresponding 
to a length s measured along that arc. 

8. To apply the graphical method, how- 
ever, an approximation must be intro- 
duced here whose significance must be 
carefully noted. The assumption is, that 
for an appreciable length of As (several 
feet, for instance) Jar is given by (6), 
provided M is taken as constant and 
equal to the value corresponding to the 
mid-point of nn\ Fig. 4, or ^ As distant 
from either n or n\ E„ I, and I, , being 
likewise taken there. 

As the total change in the inclination 
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of the end tangents for a length s is tht 
sum of all the infinitesimal changes for 
the part of the arch considered, or, 



(E,(I, + nI.)*^) 



^s being very small, the assumption 
above is that this expression is equal ap- 
proximately to 

where 8 = 2{^s)^ Mo ie^^e moment at 
the middle of 5, and E^, I^ and I, the 
corresponding quantities at the sam,e 
point. 

This assumption, though not exact, is the 
most reasonable that can be made, but it can 
only be tested for Ii and 1% variable, in a 
numerical example. If Ei, Ii, Is are constant, 
as for an arch ring of the same cross-section 
and El constant throughout, and ^8 is also 
constant, then the previous supposed equality 
reduces to. 
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80 that, if 8 is laid off along a line and divided 
into the equal lengths ^8 and ordinates M are 
laid off (say) at the middle of each ^8, then 
JS(M^d) represents an area and Mo is its mean 
drdinate. Now, as M is proportional to t (§ 5) 
and calling h the value of t corresponding to 
Mo, if the true equilibrium curve for the arch 
pertaining to the space 8 considered satisfies 
the condition 2(t ^8) = t^, then the assump- 
tion is exactly realized. This will be nearly 
true if the successive values of t are equal or 
are increasing in going from one end of 8 to 
the other, or decreasing 6yer the same length, 
but not for the case where t increases over a 
part of 8 and decreases over the remainder, 
as a rule. The extreme limit of error is 
reached when to, the vertical distance from 
the middle of 8 on the neutral axis to the 
equilibrium purve, is greater than any of the 
other t*s over the same length 8. This cannot 
be guarded against in advance, but a study of 
equilibrium curves shows that it can generally 
happen on only two divisions of the neutral line 
and even here, the error is often slight in conse- 
quence of the curve running nearly parallel to 
the neutral line for a good part of a usual 
division, 

9. Let /j = stress per square foot on an 
extreme fibre of the concrete, whose dis- 
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tance from the neutral axis is v^ feet ; 
then from (2),/^= VjE, -^, and elimi- 

nating -£■ between this equation and 
(6), we find, 

J' "I, + ni: 

Similarly the stress per square foot in an 
extreme fibre of the steel =/,, distant 
v^ inches from the neutral axis, from (3) 
and (6), is, 

•^« - I, + ni; 

These two stresses are due entirely to the 
couple whose moment is M. 

10. The stresses corresponding to a sup- 
posed uniform shortening of the fibres 
along the cross-section at n^ Fig. 4 (see 
§ 4), and therefore not included in the 
bending stresses, have now to be evaluated. 
This uniform shortening entails a uni- 
form compressive unit stress = ^ on the 
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concrete acting on the area A^ and a 
unit stress np on the steel (both in pounds 
per square foot) acting on an area A„ 
as follows from the fundamental formula 
connecting stress and deformation, since 
we have assumed E, = nE^^ The result- ^ f 
ant, jt?(Aj + /^AJ, acts at a distance q^ 
above the lower edge of the joint. Fig. 3, 
and taking moments about that edge, 

q'p{A^ + nA^)=zp{A^-^ + nA,k). 

. • . By comparison with (5), q' = g, or 
the resultant of the stresses correspond- 
ing to the uniform shortening, acts at n 
and is exactly opposed by T acting at 
that point as assumed. 

T = ^(A. + nAJ, 

from which p =T -r-(Aj + wA,) 

and ftp = nT -h(Aj + wA,). 

11. From the last two articles are de- 
rived the total unit stress s, in pounds 
per square foot, exerted on the concrete 
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at the npper or lower edges of the cross- 
section, 

and the total unit stress, ^,, in pounds 
per square foot, experienced by the upper 
and lower bars of the steel, 
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All dimensions in these formulas are in 
feet. 

For sections symmetrical with respect 
to the neutral line, Fig. 3, 

^1 ^1 ^a 

^=2' ''•=2' "'=2' 

d " 
I, = j^, !« = i A,^, = A,t;, . 



* Mr. Edwin Thacher, M. Am. Soc. C. E., published tlie 
formalas (7) and (8) above in " Engineering News '^ for 
Sept. 21, 1899, without demonstration. His article may be 
referred to as an excellent presentation of the practical 
aspects of steel-concrete constniction and as giving an 
account of the various systems that have been used, and 
closing with his own specifieation. 
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Therefore, 

_ T Mt>. 

*'-A,+«A, =•= TV'.'+wA.t;,' 

. /^ T My. \ 

*•" V A, + «A. =^ Tijrf." + wA.v.v" 



(9) 



CONDITIONS FOB EQUILIBRIUM FOB ABGH 
WITH NO HINGES. 

12. The neutral line, for the case where 
the steel bars are symmetrically placed 
with respect to the centre line of the arch 
ring, is the centre line itself and can at 
once be laid off. 

For an unsymmetrical cross-section, 
points in the neutral line must be found 
and laid off by aid of (5), and a curve 
traced through them. 

In either case, let ahc^ Fig. 5, repre- 
sent the neutral line of an unstrained 
arch with fixed end tangents, and let s 
represent a length of the neutral line 
whose centre is at b. When the arch 
is loaded either with its own weight only 
or in addition with a live load, the neu- 
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tral line changes shape, and it was agreed 
in Art. 8, to regard the change in the 
inclination of the end tangents to the 
neutral arc «, as given by the formula, 



dz=z 



M5 



E,(I. + ^IJ' 




Fig. 5. 

where n and E^ are constant and M, I, 
and Ij are taken at ^, the middle of arc s. 
Kegard the end c temporarily free, 
then the bending in s alone will cause a 
rotation of the arc he about h equal to 0, 
so that a line he will rotate through an 
infinitesimal distance ce, taken as per- 
pendicular to he. Take c as origin, ca 
the axis of x and axis of y vertical and cal] 
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the co-ordinates of- J, x and y. Draw ed 
perpendicular to oa; then from similarity 
of triangles, 

cd = J- y =^ y d^ de= j-x = x0. 

The exact result would of course be 
found by dividing 8 into infinitesimal 
lengths ^8^ and regarding the rotation 
to take place about the end of each little 
portion in turn, x and y thus having 
values above and below the means taken 
lor b (the middle of s). Wo assume, 
therefore, in the graphical treatment to 
follow that if M, I^, I,, a*, y are all taken 
at the mid-point of arc «, as a sort of 
average, that the horizontal and vertical 
deflections of c, due to s, are given nearly, 
by the above equations. 

The total horizontal and vertical dis- 
placements of c due to the bending of all 
portions of the arch are then given by 
2{y0), 2{xe),0T 

:S Mgy ^ Msx 
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reapectiTely, the Blunmatioii inclading all 
the segments of the arch. The total 
change of inclination of tangents at a 
and c is similarly, 

Ms 



20=2 



E.(I. + «!.)• 



For an arch "fixed at the ends'' and 
with no hinges, these three sums are 
zero; hence, we have the three condi- 
tions to be fulfilled, corresponding to end 
tangents fixed in direction, span invaria- 
ble, and vertical deflection of c with re- 
spect to a, zero : 



E.(I. + «I,) 

Mxs 
E.(I. + «I.) 



= 0. (12) 



All dimensions being taken in feet and 
M expressed in foot pounds. 
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DEFLBCnOlir AT THE CEOWK. 

13. It may be well to note here that if the 
actual moments M have been found for the mid- 
point of each small division of the neutral line, 
the horizontal and vertical displacements of any 
point as d of the neutral line can be predicted. 
Thus, if V is the centre of any division, calling 
h and Ic the horizontal and vertical projections 
of the chord Vd and B' the angle (in circular 
measure) through which Vd rotates in conse- 
quence of the bending of that division, then the 
horizontal and vertical displacements of c' due 
to it are, respectively, 



oc oc 



and taking the algehraic sum of such quantities 
for all the divisions of the arc from aio c\ the 
total displacements are found. Thus, inserting 
the value of dy the total horizontal and vertical 
displacements of c' with respect to a, are 



^ Ei(I, -h nUy ^ E,(I, -h »i,y 

Note, from Art. 5, that M is plus when the 
bending is increased, or when R falls below the 
centre of the division V considered, and M is 
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minus when the proper side of the equilibrium 
polygon (along which R acts) passes above b'. 

In the first case, M plus, c' moves to the left 
aud downward when c' is above b' ; but when 
e' is below b' (as in the construction pertain- 
ing to b and c), then c moves to the right 
and downwards. The reverse obtains when M 
is minus. Hence, if Jc is given the plus sign 
when c' is below &', the minus sign when e' is 
above b\ the formulas above will give the hori- 
zontal movement of c', plus when to the right, 
minus when to the left, and the vertical dis- 
placement of c' plus downwards, minus when 
upwards. 

When c' is at the crown k is always minus, 
and we have simply to attend to the signs of M, 
and it is evident that the displacements as found 
by the summation from a to the crown should 
equal those numerically found by summing 
from c to the crown. 

This method, however attractive in theory 
will probably not work well in practice unless 
the true equilibrium polygon has been deter- 
mined with great accuracy ; for in a well designed 
arch, the moments H^ = M, except at the spring- 
ing joints, are small, or rather t is quite small, 
and a small absolute change in t often corre- 
sponds to a large percentage of its value, so that 
large errors can be made in the algebraic sum- 
mations of the formulas. 
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The method has been tried for one bridge, 
however, and found to check satisfactorily with 
analytical solutions. 

DIVISION OP THE NBUTBAL AXIS. 

14. Kecurring to the conditions (10), 
(11), (12) to be fulfilled by the equili- 
brium polygon for an arch "fixed at the 
ends," replacing M by H^ and regarding 
E, (the modulus for concrete) as con- 
stant throughout the arch ring, we ob- 
serve, if the neutral line can be so divided 
that 8 -T- (I, + nl^) is constant for each 

H 8 

division, then =r 7=^- — ^^ can be placed 

before the sign of summation and the 
three conditions (10), (11), (12), re- 
duce to, 

2t = 0, ^{tx) = 0, 2{ty) = 0. (13) 

To show how to divide the neutral line 
80 that s-7- (I^+7zIJ shall be the same 
for each division, it is best to take a 
numerical example. 

In the following table is given, for the 
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Thacher type of arch ring shown in Fig. 6 
(plate), the radial depth d in feet, at I feet, 
measured along the neutral line, from the 
springing. The steel ribs, Figs. 1 and 2, 
are composed of two bars each, whose dis- 
tances from the intrados and extrados are 
each 0.17 feet, and each bar has a gross 
section of 2| x J inches. The splices in 
any one bar are to be made with J inch 
rivets, so that the net section of any bar 
to resist tension is y x f = ^f square 
inches, or nearly y^^ square foot. 

Assume the ribs 2 feet apart, centre to 
centre, and take w = E, -r- E, = 20. 

2 1 

•'• ^^=100' "^'""loo' ^^^» = ^-^- 

I. + 20 I, = ^d' + 0.2(|- -0.17y 

The neutral line, for this symmetrical 
section, coincides with the centre line of 
the arch ring and can be at once laid off. 
Call the successive lengths of the divis- 
ions measured along the neutral axis in 
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feet, beginning with the one next the 
springing, «„ «,, «„ ... , respectively, 
and let d, be the radial depth of the arch 
ring at the middle of s^ and d the depth 
at the middle of any division 8. Then in 
order that 5 -r- (I, -h wlj be constant, 

s 



tV^» + 0.2(~0.17J' 



8, 



TW/ + 0.2(|--0.17y 



(14) 



1. 
2 
3 
4 
5 
6 
7. 
8, 
9. 



d 

410 
3.73 
3.38 
3.05 
2.78 
2.51 
2.28 
2.07 
1.90 



I 

10. 
11. 
12. 
13. 
14. 
15. 
16. 
17. 
18, 



d 

1.72 
1.60 
1.50 
1.42 
1.37 
1.83 
1.31 
1.29 
1.23 



I 

19. 
20. 
21. 
22. 
23. 
24. 
25. 
27. 
29. 



1.20 
1.16 
1.13 
1.10 
1.07 
1.05 
1.03 
1.01 
1.00 



The calculations that follow can be 
effected very expeditiously and accurately 
by aid of Barlow's *' Table of Squares" 
and Crelle's *'Kechentafeln," which last 
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gives the product of tiiree figure numbers 
by similar numbers. A calculating ma- 
chine can of course replace the last named 
book. 

15. It would often save time in the 
end if the values of 

^^» + 0.2(^-0.17)' 

for various values of d as 1.0, 1.2, 1.4, 
1.6, 1.8, 2.0, 2.2, 2.4. be computed at 
once and laid off as ordinates on cross- 
section paper, the values of d being laid 
off as abscissas. It is advisable, too, to 
find by (14), at the first, by trial, such a 
value of 5, that s at the crown will not 
become so small as to lead to a great num- 
ber of divisions. Thus if s^ is assumed 
= 7 feet, s at the crown will be found to 
be only 0. 184 ; therefore 5^ = 1 4 was next 
tried, and the work then proceeds as 
follows : 

For 5, =14, J, is estimated at Z = 7, 
.-. e?j = 2.28 (from table), .'.the right 
member of (14) reduces to 11.9, and the 
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relation to be satisfied throughout the 
arch ring is, 

« = 11.9 \^d' + 0.2 (I - 0.17)'] (15) 

At the crown ^ = 1, . • . 5 = 1.25, which 
may lead to a satisfactory division ; hence 
we proceed, taking up the division 5, 
next 5j . 

Try 5, = 3, . • . «f at the middle of «„ 
where Z = 14 + 1.5 = 15.5 from the 
springing, is found from the table (by in- 
terpolation) to equal 1.32, .'.by (15), 
8 = 2.86. For s = 2.86, there is no 
change in (?,.*. 5, = 2.86, so that it is 
(14 4- 2.86) feet to the beginning of divis- 
ion s^. Assume 5, = 2.3, .*. d a,t 1 = 
16.86 4- i{2.d) = 18.01, is 1.23, .-.by 
(15), 5 = 2.32, . • . call 5, = 2.32. Pro- 
ceed thus and find successively : 

s^ = 14, 8^ = 2.86, 53 = 2.32, 
s^ = 1.95, 5, = 1.67, s^= 1.49, 
s, = 1.40, s, = 1.19, 5, = 1.26, 



^.,= 1.25. 
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The sum of these lengths is 29. 52, or 0. 52 
in excess, as it is exactly 29 feet from 
crown to spring measured along the cen- 
. tre line. 

A closer approximation can now be 
made by assuming 5, a little less than 14. 
Take s, = 13.85, ,-. d^ = 2.30 at the 
middle of 5. or at / = 1(13.85) = 6.92, 
and the right member of (14) reduces to 
]1.5. Therefore (15) is now replaced by 



s 



= 11.5 y^cP + 0.2 (I - 0.17 j'] 









I 


I 




a 


at end of 


at middle 






■ 


8 


of 8 


Si 


— 


18.85 


13 85 


6.92 


<^-i 


— 


2.81 


16.66 


15.25 


S3 


= 


2.29 


18.95 


17.80 


6-4 




1.89 


20.84 


19.90 


5s 


— 


1.64 


22.48 


21.66 


56 


— 


1.47 


23.95 


23.21 


57 


— 


1.35 


25.30 


2462 


Sh 


— 


131 


26.61 


25.96 


s» 


— 


1.24 


27.85 


27.23 


SlQ 


— 


1.21 


29.06 


28.45 



Corrc^pon- 



2.30 
1.33 
1.24 
1.16 
1.11 
1.07 
1.04 
1.03 
1.01 
1.00 
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We proceed as before in finding s^, *%, 
. . . 5,„ . The results are conveniently 
written out as in the adjoining Table. 

Here, " / at end of s " is found by sum- 
ming s. To find I at middle of s^ (say), 
add one half of s^ or ^(1.89) = 0.95 to I 
at end of s^, or 18.95, giving 18.95 + .95 
= 19.90, at which point d is found from 
Table to equal 1.16. With this value of 
e/, s^ is computed from the last formula 
(by aid of the diagram mentioned, if 
drawn), and if the result is not as as- 
sumed, try again until the assumed and 
computed values of .s\ agree. Similarly 
for the other divisions. The work is very 
brief on a second trial as the previous 
values of s^, s,, . . . , afford some guide 
in choosing the new ones. 

A third trial is not .at all necessary 
here, as the excess 0.06 foot of 5, + 5, + 
... 4- c<?,„= 29.06, over the actual length 
29.00, can be distributed amongst the va- 
rious divisions sufficiently accurately by 
comparing the corresponding values of s 
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in the first and second trials. The values 
of s finally selected are, 

s^ = 13.83, s^ = 2.80, 5. = 2.28, 

s^ = 1.88, s, = 1.64, s^ = 1.46, 

s^ = 1.35, s, = 1.31, 5, = 1.24, 
s,= 1.21. 
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These lengths are laid oft in succession 
from the centre of each springing joint 
toward the crown along the centre line of 
the arch ring. 

The number of divisions found for the 
half arch (ten) is a minimum for accu- 
rately locating the pressure line for ver- 
tical loads. Fourteen to twenty should 
be used for temperature stresses. In fact, 
for temperature stresses, it will not add 
greatly to the labor to take from twenty 
to thirty divisions as we shall see further 
on. 

16. It need not cause surprise that s^ 
is so large compared with Sj^, when it is 
observed that the moment of inertia 
at the spring is 81 times that at the 
crown. The resistance to bending is thus 
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80 much greater near the abutment that 
we should expect the elastic curve and 
the pressure line to be determined mainly 
by the upper half of the arc. 

If the abutment should be included as 
part of the arch, its influence on the 
pressure line would be found to be almost 
nil, which is in fact the reason why it is 
treated as inelastic and immovable. 

As the radial depths of arch ring ap- 
proach equality everywhere, s,, «„ . . . , 
approach equality, and for a constant 
depth they are exactly equal. 

17. For any kind of a solid, homogene- 
ous arch of any material, stone, concrete, 
etc., the trial and error method used for 
dividing up the arch ring is similar to 
that above, only as I^ = o, (14) is replaced 

by, 

the work is much simpler, as d* can at 
once be taken out a table of cubes, and 
a diagram is unnecessary. 



1 
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Example. — Divide the arch ring above, omit- 
ting the steel ribs, to satisfy (16). Let the num- 
ber of divisions of the half -arch be at least ten 
and not to exceed sixteen. The Table of Art. 14 
gives the values of d. 

COMPLETE GRAPHICAL TREATMENT J-QR 

A STEEL CONCRETE ARCH WITH 

PARTIAL LOAD. 

18. The arch ring examined in Arti- 
cles 14 and 1 5, is shown in Fig. 6 (Plate). 
The intrados has three centres. The cen- 
tral portion subtends an angle of 30^20.4' 
with a radius of 47.77 feet; the other 
two radii are 23.65 feet each. The span 
is 60 feet, rise 10 feet, and the radial 
depths of arch ring are as given in Art. 
14, the depth at the crown being 1 foot, 
at the ends of the central portion 1.33 
feet, and at the springs 4.5 feet, circular 
curves corresponding, forming the extra- 
dos. The steel ribs are placed as shown 
in Art. 14. 

Let us test the strength and stability 
of this arch when the backing extends 1 
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foot above the crown everywhere, for a 
live load of 140 pounds per square foot 
of roadway extending from the left abut- 
ment to the crown. The ordinates from 
the extrados to the upper limit of the 
backing should be reduced in the ratio of 
the specific gravity of the backing to that 
of the arch ring, so that the new upper 
limit corresponds to a backing whose 
density is the same as that of the aroh 
ring. The partial loads are then com- 
puted as below. In this example, this re- 
duction was not made, so that the back- 
ing was assumed of the same density as 
the concrete, 140 pounds per cubic foot. 

19. The lengths s,, s^j • • • (Art. 15), 
having been laid off in succession along 
the centre line of the arch ring from 
either springing to the crown, find the 
centres of each of the divisions s,, «„ . . . , 
and mark them in order from the right 
springing to the left, «„ a„ . . . <i,„ as 
shown on the Figure. 

Draw vertical lines through a„ a, . . a,,, 
and compute the areas in square feet in- 
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eluded between consecutive verticals, the 
intrados, and the upper limit of the (re- 
duced) backing. Multiply these weights 
by 140 to find the loads P„ P„ . . . P,, 
to right of crown, and lay off midway be- 
tween the points a„ a,, . . . a„ ; the last 
one coming midway between a,„ and the 
crown. These loads correspond to a slice 
of the arch 1 foot thick perpendicular to 
the plane of the paper. 

When a, and a, are as far apart as in 
the figure, the vertical through the centre 
of gravity of this large trapezoid, should 
be found by the usual graphical construc- 
tion and P, laid off along it. The same 
remark applies to the remaining areas 
nearer the abutments ; or the position of 
the load corresponding can be found by 
taking moments of the partial areas about 
any convenient vertical. The loads P^, 
. . . P,j, to left of the crown are equal re- 
spectively to P,o . . . P, augmented by 
140 times the width of the corresponding 
division. 

From Art. 12, the moments M = H./ 
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must be found accurately at the middle 
of Sj, s„ . . . , or at.a,, a„ . . . a,„«ao» 
which can be done by the division of the 
arch just explained as is apparent from 
the equilibrium polygon to be presently 
drawn. 

A usual division of the arch requires t 
to be measured at the load, which is a 
most unfortunate selection. If the true 
equilibrium curve for infinitesimal divis- 
ions be supposed drawn, it will always 
fall below the equilibrium polygon corre- 
sponding to P,, Pj,... , except at a„ «, ... , 
(which are points on it), and the greatest 
departure is at a load. 

Such a division of the arch leads to 
values of t as far removed from the true 
ones as possible, whereas the method 
adopted here gives no inaccuracy from 
this cause.* 

* See the author^s "Theory of Voussoir Arches," 2nd 
ed., for the most accurate scheme for arches not so flat as 
shown in Fig. 6, and for sections not vertical as taken here 
for simplicity. The theory which determines the subse- 
quent constructions is given in full on pages 154 to VA. 
The author's '•'• Solid and Braced Elastic Arches '''' may also 
be referred to. 



§20] 46 

20. The successive loads P^, P„ . . . P,, 
are now laid off on a vertical to the left 
of the arch to scale of loads. For con- 
venience, assume the pole distance some 
whole number, 10,000 lbs. in this case, 
and lay off this horizontal thrust from 
the lower end of P,„ on the load line, to 
the right to fix the ' ' trial pole. " This as- 
sumes a horizontal thrust at the crown. 
The equilibrium polygon Z»„ ^g, . . . b^^, 
. . . Z>,„, can be drawn in the usual man- 
ner, but it is most accurately laid off by 
computing the sum of the moments of 
the loads P in foot pounds, acting from 
the crown up to a certain load Pg about Ps, 
dividing by trial II = 10,000, and laying 
off the ordinate (to scale of distance) from 
a horizontal through ^,p, Z»,j, along the line 
of action of Pg to fix one point. Similarly 
for the others. Let Pr be the load next 
Ps at a distance a from it, Pr lying nearer 
the crown than Pg. Call the sum of the 
loads from the crown up to and including 
Pr = R, and suppose their resultant acts 
c feet from Pr. Then the moment of all 
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the loads from the crown up to P, about 
P, = M« = R (c 4- flj) = Re -f Ra = Mr -f 
R«, where Mr is the moment of all loads 
from the crown up to Pr about P,. This 
formula, M, = Mr + Ra, enables the mo- 
menta to be quickly computed by working 
from the crown in either direction. 
Thus, 

M,,= P,, X 0.95 = 252.7 

M,3 = M„ + (Pn + P J 1.27 = 1247-1 

&c. &c. 

The equilibrium polygon laid off by 
computation, can now be tested by the 
usual construction and verticals through 
rf„a, . . ., drawn to intersections b^^ ^a, . . ., 
with it. 

21. The reason for the following pro- 
cedures will be given further on (Art. 
30). Draw a straight line from b^ = v, 
^ K = ^ao5 ai^d fi^id R = {vj)^ 4- vj>^ + 
. . . + v^fi^^ or the sum of the ordinates 
from v, v^^ to ^„ ^„ . . . ^19 to be 169 to 
the scale of distance. Next regard vjb^^ 
vfi^^ . . . v^J)^^ as forces, and find the 
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position of their resultant R by taking 
moments about the vertical AB through 
the crown. This is conveniently done by 
measuring the horizontal distances z^, z^^ 
. . ., from AB to b^, b^, , . . (always meas- 
ure distances to Imndredths of a foot) 
and dividing [ {vj,^ - ?;,^/J z, + {vj,^ 

38.0797 by R = 169 to get the distance 
(= 0.225 feet) the resultant acts to left 
of AB. 

Differences, as {v^^b^^ — v^b^), can be 
conveniently found with dividers, or by 
marking off v^b^ on a strip of paper and 
laying off along v^^b^^. 

22. The object now is to find a closing 
line mr/ip such that if the ordinates from 
v^v^^ to m^ni, through tlie points Z>„ ^a, . . . 
b^^^ are treated as forces, their resultant 
will exactly equal R in magnitude and 
coincide with it in position. To this end 
a trial '* closing line" n7i^ is first drawn, 
and likewise a straight line from n to v^^ 
dividing the ordinates into two sets, viz. ; 
those found in the triangle v^^ni\^ whose 



49 [%2'Z 

resultant is called "trial T/' and those in- 
cluded in the triangle wi;,w„ whose re- 
sultant is designated "trial T^". Find 
the resultant of the ordinates (treated as 
forces) from the line i;,v„ to the line v^n 
at the points v,, v,, . . . v^^ in amount, by 
marking off in succession, along the edge 
of a sheet of paper, and measuring the 
sum to the scale of distance used in laying 
off the arch. This scale is to be used 
throughout in measuring ordinates and 
abscissas, whether treated as forces or 
otherwise. In this way find " trial T'' 
to be 93.00. By taking moments about 
AB as above, it is found that trial T acts 
4.57 feet to left of AB or 4.35 feet to left 
of E, as marked on the drawing. Differ- 
ences between the ordinates at same dis- 
tance from AB, as, e.g. , those at v,, and v^ 
are conveniently marked off by drawing 
a straight line from D (where nv^ meets 
AB) to v^. 

Similarly find trial T, by adding the 
ordinates through ^,, ^a, . . . b^^ included 
between the lines nv, and nn, to be 58.9. 
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It evidently acts as far to the right of 
AB as trial T does to the left, or 4.57 
feet. This is so because corresponding 
ordi nates are at the same distance from 
AB, and the podtion of trial 1\ is not 
affected by shifting n^ so as to make 
v^n^ = v^^riy since all ordinates are in- 
creased in the same ratio, and the quo- 
tient of sum of moments divided by sum 
of forces remains the same. By similar 
reasoning, if n is shifted to its true posi- 
tion m, the sum of the ordinates from 
^1^20 ^^ ^1^* — "true T;" and (the ordi- 
nates being treated as forces) in position, 
the resultant acts 4.35 feet to left of AB, 
the same as for trial T. 

The position and amount of trial T^ is 
not changed by shifting n to m. Its po- 
sition is not changed on afterwards shift- 
ing w, to m, ; its true position and true 
T,= sum of ordinates from mv^ to mm^. 

By the assumption at the beginning of 
this article, it follows that R must be the 
resultant in position and magnitude of T 
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and T, ; . * . taking moments about T, and 
T in turn, 

trueT= ^^V,^'^^ = 88.57; 

. ^ 169x4.35 ^. ._ 
true T, = ^—-7 = 80.43. 

• 

Hence lay off, 

trneT 88.57 

and, 

trueT, 80.43 

. and it will follow that the ordinates of 
the triangles will all be changed in the 
ratio of true T to trial T for triangle 
v^v^^7i, and of true 1\ to trial T, for tri- 
angle v^7m^ or v^nm^. Therefore, R = 
2{vb) is now the resultant in position 
and magnitude of all the ordinates from 
v^v^^ to mm^ or ordinates of the type vm. 
The closing line mm^ is thus finally lo- 
cated. 

23. Take 0, the centre of the left 
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springing joint, as the origin of co-ordi- 
nates, X horizontal, y vertical, and let a;,, 
a?,, . . . x^^ be the horizontal distances 
from to the verticals through a,, a„ . . . 
«,„, or generally, let x be the abscissa of 
a ; then since the construction of Art .22 
gives : 

^ (yV)^^(vm)^ 2{vb.x) = 2{vm,x)^ 

therefore 

2 {vb—vm) =0, 2 {vh—vm)x = ; 

or the conditions, 

2 (mb) = 0, 2 (mb.x) = 0, (17) 
are fulfilled. 

Here, mb = vb — V7n, .• . ordinates mb 
measured above mm^ must be treated as 
positive, those below negative. 

As a check on the position of mm^, see 
if the condition 2{7nb) = is fulfilled, or 
if the sum of the mV% above mm^ is equal 
to the corresponding sum below. The 
sum is very quickly made by marking off 
successive mV^ along the straight edge of 
a sheet of paper. 
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24. If a symmetrical arch is loaded 
with its own weight only or, in addition, 
with a uniform live load, the equilibrium 
polygon b is symmetrical with respect to 
AB ; hence B acts along AB, and mm^ 
is parallel to v^v^^. 

Here, 2vb = 2vm = 20twi; . • . divide 
the sum of the ordinates of type vb to one 
side of the crown by 10 (in this example) 
to find v^m^ = v^^m. 

As above, 2mb = 0, 2{mb.x) = 0. 

25. Xet now a line kk^ be located in a 
similar manner with respect to the points 
a^, fl„ . . . a„ on the neutral line of the 
arch ring. 

This is best done by measuring the or- 
dinates i/j, y,, . . . y^^ from 00^ (the line 
connecting the centres of the springing 

sections) to a„ a^, . . . a,o ^^^ dividing 
their sum by the number of ordinates, 
(10), giving the distance e above 00^ 
to kk^. 
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In this example, 

J. 

^~ 10 -^•^*- 

since 2^=10^, 27(y~e)=0, 

and from symmetry, 2^ (Jca.x) = 0. 

Hence the conditions, 

2l{ka) = 0, 2Xlca.x) = (18) 

for the line^Mj, as thus located, are ful- 
filled, ordinates ka^ referring to ordinates 
from kk^ to «,, «„ . . . ; ordinates above 
kk^ being regarded as plus, those below 
minus. 

26. The ntext step is to find 2{ka,y) 
for the entire arch. This may be written, 
2{y - e)y = 2y^ ~ €2y = 2(684.79 - 
8,143 X 81.43) = 41.90 ; the sum being 
taken for one half the arch and doubled. 

27. A similar sum, 2{mb,y) must now 
be made out for the entire arch ; mb rep- 
resenting an ordinate from w/«, to poly- 
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gon d, to be considered plus when meas- 
ured above ww^, minus below. 

+ {mb^ + mbjy^ + {mb, + mbjy^ 4- {fnb, + 

(m^, 4-wd,o)y,. On measuring ordinates 
to the scale of distance and computing 
the sum of the products above, we find 
2(mb.y) = 90.90. 

28. It is a principle of the equilibrium 
polygon that if the ordinates mb are 
altered in a given ratio, the pole dis- 
tance is altered in the inverse ratio. The 
ordinates mb are now altered in the ratio 
41/9 to 90.9, which is easily done graphi- 
cally) and the pole distance in the ratio 
90.9 to 41.9. 

The new ordinates mb are laid off ver- 
tically above or below kk^, according to 
sign, to find all the points c„ c,, . . . c 
in the same vertical with a^ a„ . . . a 
respectively. The points c are points in 
the true equilibrium polygon for the arch, 
for the loads assumed. The centre of 



30 
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pressure on the crown joint is similarly 
found. 

To find the true pole, draw from the 
trial pole, Fig. 6, a parallel to mm^ to in- 
tersection with the load line, then hori- 
zontally to the right, a line of length = 

90 9 
10000 X -r^ = 21695 lbs., measured to 

the scale of loads. The new pole is thus 
located and the true horizontal thruat of 
the arch found to be 

H = 21695 pounds. 

Beginning at the centre of pressure at 
the crown, the equilibrium polygon c^, c„ 
. . . c,„ can be tested by the usual graphi- 
cal construction. 

Those familiar with Prof. H. T. Eddy's 
" Researches in Graphical Statics," will 
recognize my indebtedness to him in the 
general treatment of the equilibrium pol- 
ygon h and its final location in true posi- 
tion on the arch. 



57 [§29 



ARCH LOADED WITH ITS OWN WEIGHT. 

29. The arch loaded with its own weight only- 
can be easily treated when the previous con- 
structions have been made, since the part of the 
equilibrium polygon required, bi, . . .,bio has 
already been drawn. The closing line mmi is 
quickly determined, as in Art. 24, and the line 
kki is already established (see Art. 25). Then 
as in Arts. 26 and 27, find 2(1ca.y) and Sffnby) 
for the half arch only, and proceed as in Arts. 28 
and 29 to alter all the mb*s in the ratio 2{ka.y) 
to 2{fnb.y), and lay off vertically above and 
below kki to fix the points Ci, . . ., Cio, and 
change the pole distance in the inverse ratio to 
find the true pole (Art. 29). In this example, 
the closing line mmi is found to be 72.2^ -i-l = 

7.22 above Vi, .*. 2J'(rnb.y)= H- 38.05 and 

_j 
(Art. 26), 2^\fca.y)= +20.95. Hence the 
nib's are all altered in the ratio 38.05 : 20.95 and 
the true horizontal thrust (pole distance) = 

38 05 
10,000 X gg^ = 18,160 pounds. On laying 

off the new m&'s from kki, it is found that 

aiCi = +0.1, ttaCa = +0.1, asCs = +0.07, 
«4C4 = + 0.06, CTbCb = + 0.03, asCfi = a-tC-i = 
«8C8 = —0.09, a»c» = —0.1, flioCio = -0.1* 
distances above a being plus ; below, minus. 
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30. Demonstbation. Since the equi- 
librium polygon h with ordinates all al- 
tered in the same ratio is now in position 
on the arch as polygon c, the closing line 
niin^ now coinciding with kk^^ we have 
from Eq. (17), Art. 23, 

:2(kc) = 0, :2{kc.x) = 0. 

Also from Art. 25, Eq. 18, the line kki 
was located to satisfy the conditions, 

2{ka) = 0, 2{k(Lx) = 0, 

the summation extending over the entire 
arch. On subtracting the last equations 
from the preceding, 

2{ac) = 0, 2{ac.x) = 0, 

and it is seen that the first two conditions, 
Art. 14, Eq. (13), for an arch without 
hinges, are fulfilled. Finally, since each 
mb has been altered in the ratio 41.9 to 
90.9 to the corresponding kc^ 2{mb.y) = 
90. 9 has been changed to 2{kc,y) = 41.9. 
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But, Art. 26, 2{ka.y) = 41.9; there- 
fore, by subtraction, 

2{ac.y) = 0, 

and the third condition of Art. 14, Eq. 
13, is fulfilled by equilibrium polygon c. 
It is thus the true one for the arch '* fixed 
at the ends," and with no hinges. 

Unit Stresses, etc. 

31. The normal component T at any 
radial section, as the one through a^^ is 
found by resolving the thrust there, as 
given by the proper ray of tlie force dia- 
gram, measured to the scale of force, into 
two Components normal and parallel to 
the section, and measuring the normal 
component to scale. Thus T at «, = 
24470 lbs. The moment, M = lit = 
H.ttjCj at ttj, is found by measuring a/\ 
to scale of distance, giving a^c^ = .41, and 
multiplying by H = 21700 to get the mo- 
ment M = 8897 in foot pounds. The 
stress on the concrete at the extrados or 
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intrados is now found from Art. 11, Eq. 
(9), to be, as c?, = 2.3 

_ 24470 8897 x 1.15 

" 2.3+0.2 ^ V7(2.3)»-f 2(0.98)' 

18 274 ) 
= /q/^/» f pounds per square foot, 

or 127 lbs. per sq. in. compression at the 
extrados and 10 lbs. per sq. in. compres- 
sion at the intrados. 

This will suffice to explain the general 
method of procedure at any section. 

Note that ac is now regarded as + 
when c is above a, — otherwise. 

At the crown, ac = —0.04, and at ffg, 
ci^c^ = — 0.13, giving compression at the 
intrados on the concrete = 154 at the 
crown and 214 at a^, and likewise com- 
pression at the extrados, 97 at the crown 
and 34 at a^, all in pounds per square 
inch. 

The section at a^ was found to give the 
maximum compression at the intrados. 
These stresses will ultimately be combined 
with the stresses due to temperature. 
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32. It may be thought that a good 
check should be afforded by actually 
measuring a^c^y a^c^^ . . . a,^c,„ accurately 
to scale and computing 2(ac), 2(ac.x)j 
and 2{ac.y)^ which should each approxi- 
mate zero if the points c have been cor- 
rectly located. As it is perhaps impossi- 
ble to locate any c to two or three hun- 
dredths of a foot, the check is not a good 
one as the distances ac are very small at 
most points. It will be found in this 
case, however, that although ^(fic), 
2{ac.x)^ 2(ac,y) are not zero, yet if each 
ac is diminished by 0.02 foot, the sums 
change sign, so that it seems here that 
the points c have been located within two 
hundredths of a foot of their correct po- 
sitions. 

33. The resultant on the right spring- 
ing section is found by producing the 
resultant at c^ to intersection with the 
vertical through the centre of gravity of 
the remaining part of the arch and load 
to the right of the vertical through a^, 
combining the above resultant with the 
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weight of this remaining portion (this is 
effected on the force diagram) an i draw- 
ing a parallel to this final resultant 
through the intersection mentioned to 
the springing. Similarly we proceed for 
the left springing. The centres of press- 
ure at both springs are well within the 
middle third, so that the radial depth 
there could be diminished to about 4 feet. 
The greatest departure of the polygon c 
from the centre line a is at a, already 
noted. Here c^ is above a,. Polygon c 
then passes through a^ and falls below the 
neutral line, its maximum departure be- 
ing 0^^^^= — 0.13. At the crown it is 0.04 
below, at a^^ it crosses the neutral line 
and remains above until near the left 
springing, the maximum + ^ being a^^c^^ 
= 0.13. 

34. The line of the centres of pressure 
varies for different arches, but for the 
upper half of the arch, its position relative 
to the neutral line is about the same for 
all circular arches similarly loaded. 
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For a three-centred arch of 89.55' span and 
15. 10' rise, having a radial depth at the crown 
1.83', at 25 feet horizontally from the crown 2.29' 
and at the springs 7.56'; and loaded with 125 
pounds per foot on the left half, the pressure 
line was very similar to the one above except 
that at the left springing, the centre of pressure 
was at the lower middle third limit, at the right 
springing it was slightly below the centre and it 
passed exactly through at. 

The backing here extended 1 foot above the 
crown and its density was taken as 0.8 that of 
the concrete. The central angle was 32*^06.2', 
corresponding to the radius 90.41, the remain- 
ing portion of the intrados being described with 
a radius 46.55. Also the steel bars were placed 
as above, 

A, = ji sq. ft. and 20 I, = ij (|- - O.l?)'' 

The stresses on the concrete in pounds per 
square inch at the left springing were 129 at 
the intrados and 4 at the extrados, both com- 
pression ; at the crown the stresses were 288 
compression at the intrados and 59 at the extra- 
dos. There was no tension exerted anywhere. 

35. Arches of variable section of any 
material, as concrete, stone, brick or 
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steel, without the ribs enclosed, are to be 
treated exactly as above, except that 
A, = 0, I, = in the formulas. In Art. 
17 the method of dividing up the arch 
ring is indicated. 

The brick arch should be built of the 
best brick in Portland cement, with thin 
joints (J inch say). An approximation 
is of course introduced in regarding the 
brick arch as a homogeneous one, but the 
Austrian experiments go to show that the 
theory applied on this hypothesis is suffi- 
ciently reliable. In the brick or stone 
arch, if the mortar cannot take apprecia- 
ble tension, the theory is only valid when 
the centres of pressure on the joints are 
found to lie everywhere within the middle 
third of the arch ring. The stone arch 
of constant section is fully treated in the 
author's '^Theoiy of Voussoir Arches" 
as regards vertical loads. ' 

In all arches, the theory considers the 
backing to act vertically only. This is 
nearly true if the weight of roadway with 
its load is carried to the arch through 
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pillars of gteel, stone, etc. In the case of 
earth backing, a certain passive resistance 
to the tendency to spread at the haanches 
is exerted by the earth which may be 
taken as adding to the stability. This 
becomes very pronounc«i when a series 
of longitudinal spandrel walls form part 
of the backing. This may be considered 
as adding so much to the factor of safety, 
since it cannot be directly evaluated. 

Skew arches are treated exactly as right 
arches, the span being taken on the skew 
and not at right angles to the axis of the 
arch. Full centre or elliptical arches are 
always built with solid masonry backing 
up to a certain height. The part above 
this can be treated as the arch proper and 
the part below as. the abutment. Atten- 
tion has been called to the reason for this 
in Article 16. 

TEMPERATUBE STRESSES. 

36. The stresses due to temperature in 
in the arch with no hinges are very high 
and should be carefully considered. The 
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theory is simple. Suppose the arch with- 
out weight, and that it exactly fits be- 
tween the skewbacks without stress any- 
where, at a certain mean temperature. 
That is, if the arch was laid on its side 
on a horizontal platform, with the as- 
sumed span, skewbacks and rise, it would 
be without stress at the mean tempera- 
ture. Denote the greatest deviation 
above or below this by f in Celsius de- 
grees, and the expansion of the material 
of the arch for a unit of length and one 
degree by f. The total change in length 
of span of neutral line is Uf, where I rep- 
resents the length of span of neutral line 
in feet, since this is made up of the hori- 
zontal projections of the changes for each 
elementary portion of the arch. 

As the abutments resist this tendency 
to a change of shape, a horizontal thrust 
and bending moment will be experienced 
at each abutment. For a symmetrical 
arch, these will be the same for each 
abutment, and the result will not be al- 
tered if we conceive horizontal forces H, 
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to act at a distance e above the centre of 
each springing section, both acting in- 
wards for a rise, and outwards for a fall 
of temperature. On conceiving at the 
centre of each section at the springs, two 
horizontal forces H opposed to each other, 
the force H acting a distance e above this 
centre with one of the opposed H*s, forms 
a couple whose bending moment is H^, 
and the remaining H gives the horizontal 
thrust at the abutment. If the section is 
unsymmetrical, substitute throughout for 
centre of the section at the springs, the 
point where the neutral line meets the 
section. If the arch ring is divided into 
lengths s„ 6*3, . . ., as in Art. 14, so that 
5 ^ (Ij + wlj is con-tant, then as before, 
since the end tangents are fixed and the 
vertical displacement of the end sections 
zero, 

. • . ^It -f = 0, 2l{tx) = 0. 

In Fig. 6 (plate), where this division 
of the arch ring was effected, if we sup- 
pose the H at either end to act along kk^^ 
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the two conditions are fulfilled, since 

M = H.ka .*. t = ka^ 

and by Art. 25, Ick^ was located so that \ 

2J{ka) = 0, 2J{ka.x) = 0. 

A rise of temperature increases the span 
for a free arch ; hence between rigid abut- 
ments, the new span must now be de- 
creased by the same amount to fit it in 
place. Similarly for a fall of tempera- 
ture. In this example, the distance be- 
tween centres of sections at the springs 
= I =53.6 feet. 

By Art. 12, the change of span of neu- 
tral line l€f is given by, 

the summation extending over the half 
span. 



\ 



\ 
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Since ka = y — e^ 

2{Jca.y) = 2y* - e2y, 

IJ ^ _lJfl__h±< no) 
• • "^ " 2{2y'---e2y)- s ^ ^ 

(See Art 25 fore). 

From Art. 26,2(2^ - e2y) = 41.90 
for the arch of Fig. 6. Let e = 0.000012, 
and suppose a fall of 35° C. (correspond- 
ing to 63° F.), .-. 

let' = 53.6 X 0.000012 x 35 = 0.022512. 

The modulus, of elasticity of the con- 
crete will be taken at 1,400,000 x 144 lbs. 
per square foot. 

By Art. 15, s -r- (I, + nI,) = 11.5. 
Substituting the above values in the for- 
mula, and we find, H = 9418.6 pounds, 
for the pull exerted for an arch 1 foot 
thick for a fall of temperature of 63° F. 
Let us assume a mean temperature of 
53° F, and the extremes, 93° F. and 
— 10° F., corresponding to the fall 63° F. 
and a rise 40° F. Then H for 40° F. rise is 



§36] 70 

40 
9420 X ^ = 5980, and the correspond 

bo 
ing stresses are in the ratio 40 : 63 to 
those corresponding to 63° fall, but of 
opposite character. 

In finding the stresses by aid of Eq. 
(9), Art. 11, the work proceeds as in Art. 
31, H being resolved into components JL 
and I to the section. The normal com- 
ponent of H is T of the formula, and 
M = II. ka. 

It conduces to clearness, to find the 
character of the stresses at a section of 
the right half of the arch, as that at a^J to 
conceive the left half removed, and to 
replace its action on the right half by a 
single force H along kk^y acting to the 
left for a fall and to the right for a rise 
of temperature. As kk^ lies above a^ this 
causes compression at the intrados, ten- 
sion at the extrados for a fall, and the re- 
verse for a rise of temperature. 

On computing all the stresses due to 
temperature and combining results with 
those due to the loads, it is found that 
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the maximum tension ever experienced 
is at the intrados at the crown, corre- 
sponding to a 63° F. fall of temperature. 
Its amount is 213 pounds per square inch. 
The maximum compression corresponds 
to 40° rise of temperature and is at the in- 
trados for section at a^, the stress being 
428 pounds per square inch. The stresses 
where no livQ load is on the bridge, should 
be ascertained and combined with the 
temperature stresses as above. The rise 
or fall of temperature to be allowed will 
be discussed in Art. 40. 

37. To ascertain the approximation in- 
volved in the above method for finding H 
for temperature stresses, a solid homoge- 
neous circular arch of constant section 
was assumed, the neutral line for the half 
arch divided into 16 equal parts and, for 
the dimensions assumed and a rise of tem- 
perature of 30° C, the thrust was found 
to be H = 201.6 tons. By the formula 
below it was 204.6 tons, a very satisfac- 
tory agreement. 

The formula is exact, except that the 
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uniform compression due to T is neglect- 
ed as in the method above, and is given 
by Greene, Howe, Winkler, and others. 
(Winkler's approximate formula gives re- 
sults differing widely from this exact one. ) 
The formula involves the quantities used 
above, also the radius r of the neutral line 
and the half central angle a^ and in the 
most convenient form is, 



„ 2 l^Afe 

11 = *- 



r' 



fa ^ sin <3f \ 

1 h cos or — 2 - — 1 

Vsin a ^ J 



A six or seven place table must be used 
in computing the parenthesis in the de- 
nominator. 

38. For the arch of variable section 
having any curves for intrados and extra- 
dos, the formula of Art. 36 can be put 
into another form, which can be used 
when ^ -^ (Ij + 7^I J is not constant. Let 
I = (Ii + 7il^ for brevity, and putting 
s -^ I under the summation signs, Eq. 
(19) can be written. 
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H = ^J!£__ (30) 

Formula (10), Art. 12, gives 

^S^ = o, ...2(^|)=o, 

••• ^{y - «) J- = 0, 2yj = e2j 



2yj 



e = 






The summation in the formulas of this 
article, extends over half the span only 
on account of symmetry. 

[This formula for e reduces to the pre- 
vious value. Art. 25, when 5 -^ I is con- 
stant, as it becomes then e = {2y) -r- n^ 
where 2y is the sum of the ordinates on 
the half arch and n is their number.] 

On substituting the above value of e 
in (20), we are conducted to the formula 
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given by Howe, page 49, in his valuable 
work on Arches. 

In using this formula (20), it is most 
convenient to divide the neutral line into 
parts of equal length, scale off the ordi- 
nates to the centre of each division above 
the span line of the neutral axis (gene- 
rally from centre to centre of skewbacks), 
and tabulate quantities as follows : 



Point 



Dl8t. 

from 
abut- 
ment 


I 


1 
I 


y 


y^ 


y 
I 















I 



Formula (20) saves the tentative divi- 
sion of the arch ring, to make s -r- I 
constant. It furnishes some check upon 
the former method. To compare them, 
a steel-concrete arch of 1 00 ft. span, 3 ft. 
depth of key, and 7.5 ft. radial depth at 
spring was treated by both methods, using 
14 divisions of the semi-arch by either 
method. The first one (5 -r- I constant), 
gave a result about 4 per cent, smaller 
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than the second where s was taken con- 
stant. 

These determinations should give con- 
fidence in the methods used. It was 
found however that it was highly desira- 
ble to use as many divisions as possible, 
s:iy 20 to 30 for the half arch, to attain 
jiccuracy by use of (19). Possibly 16 
should be a minimum and then the re- 
sult will be too small by a few per cent. 

PROPERTIES OF CONCRETE. 

39. Trautwine gives the following 
crushing loads for concrete, reduced to 
pounds per square inch : 

Age in months 1 3 6 9 12 

Pounds per sq. in. 230 623 1010 1320 1560 

Under favorable conditions, these fig- 
ures maybe increased 50 to 100 per cent. 
Several times these figures have been 
found by some experimenters. Possibly 
500 pounds in two months can safely be 
counted on in practice. 

The experiments on tensile strength 
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are. very meagre. About 300 pounds per 
square inch ultimate may be given as an 
average, and 150 to 200 is recommended 
by some as a safe stress, and 50 to 60 by 
others. The modulus of elasticity has 
been given all the way from 1,400,000 to 
4,000,000 pounds per square inch for 
concrete. The smaller figure refers to ex- 
periments on a 74. 5 feet span and is pos- 
sibly better adapted to practice. The 
modulus for permanent set ranged from 
9,000,000 to 32,500,000. Mr. Hyatt 
proved the expansion of steel and concrete 
to be equal, whether under load or fire. 
Bauschinger however gives the coeffi- 
cient of expansion for 1° C, referring to 
1 : 2| : 5 concrete, as a = 0.0000088, 
whereas a usual figuie for iron is a = 
0.000012. The coefficient for shrinkage 
from setting of cement mortar in air is 
given as about 0. 0010. Mr. Baf ter* found 
for cement (1 : 2 to 1 : 4) mortar weighing 
from 119 to 128 lbs. per cu. ft. and sand- 

* Tram. Am, Soe, C. E., Vol. XUI, p. 152. 
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stone weighing 155 lbs. per eu. ft., the 
concrete formed varied in weight from 
139 to 148 lbs, per cu. ft., the volume of 
mortar varying from 33^ to 40^ of the 
broken stone. 

40. What rise and fall of temperature 
shall he allowed f Steel arches readily 
take the temperature of the air and are 
quickly heated by the sun, so that the 
extreme fall and an equal rise, at least, 
above the mean should be allowed. 

For concrete, stone or brick, it seems 
certain that no such extremes are experi- 
enced, otherwise many of the hundreds of 
concrete bridges built in recent years 
would show cracks, for many of them are 
built of very light section. Concrete, 
stone, brick, and earth are very poor con- 
ductors, and where the arch is covered 
with earth, doubtless its top does not 
vary a great deal in temperature. The 
same may be said for the lower side of 
arch, as it is next the water and screened 
from the direct rays of the sun. As con- 
crete or masonry bridges are usually fin- 



1 
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ished in the warmer months, the mean 
temperature of 53° F. ^as assumed in 
Art. 36, and a rise and fall of 40° and 
63° respectively. Doubtless half of these 
quantities would be nearer the truth for 
the changes in temperature of the arch 
ring, if 40° and 63° rise and fall referred 
to the air, and the amounts should de- 
crease as the depth of arch or span in- 
creases, though, of course, experiment 
alone can decide the whole matter. 

The exact determination of the maxi- 
mum stresses in concrete arches is compli- 
cated too by other considerations : the 
shrinkage of the concrete and permanent 
set under stress. * The shrinkage should 
not prove so great, if the concrete is well 
rammed, still there will always be some 
shrinkage which will have the effect of 
taking off some of the computed stress 
from the concrete and adding more to the 
steel ribs. 

* See Mr. Molitor's paper on Three-Hinged Masonry 
Arches, in Trans. Am. Soc. C, ^., Vol. XL, p. 56, not only 
on this point, but for a complete discussion of the three- 
hinged concrete arch. 
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It may be thought that increasing the 
depth at the crown may be the remedy 
for temperature and allied stresses, but as 
this increases the horizontal thrust, the 
tensile stresses are not greatly altered. 

It is suggested that more steel should 
be used than strict theory requires, with 
the ribs spaced closer together, to make 
the practice conform more to the hypoth- 
esis. This increase can be made to satisfy 
the condition, at any critical point in the 
arch, that all the bending moment du3 
to loads and temperature should be bonio 
entirely by the steel ribs at some stress 
under the elastic limit — say 20,000 
pounds. 

It is very evident from the foregoing 
that the steel concrete arch is, in every 
way, superior to the concrete arch, as the 
unit stress actually sustained by the steel 
is small, and it thus furnishes a reserve 
of strength which may be called for 
sometime under exceptional loading. 
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CHANGE OF SPAK. 

41. If the abutments give a small 
amount, the span of the neutral line in- 
tcreases a small amount d. On replacing 
iUf in the formulas above by rf, the full 
H is found as before. The effect is 
^equivalent to a fall of temperature which 
requires the unstrained arch to be fitted 
to a larger span. The result is the same 
for the elastic shortening of the arch due 
to the tangential forces T, hitherto neg- 
lected. The sum of the horizontal pro- 
jections of the shortening of each part s 
of the neutral line, due to T, which can be 
obmputed, is the change of span, and re- 
places Uf above. 

If the stress /, in pounds per square 
foot, due to T alone, is taken roughly as 
the same on each cross-section of the arch, 
the change of the span of the neutral line 

is \^l\ where E is the modulus in 



ii') 



pounds per square foot, and / the span of 
the neutral line : / might here be found 
^s a rude average for the whole arch. 
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ABCH HINGED AT ENDS ONLY. 

42. For ail arch hinged at the ends 
only^ the reactioua pass through the cen- 
tre of the hinges, neglecting any friction 
there. As the span is inyariable, the con- 
ditiou to be fulfilled by the equilibrium 
polygon is given by Eq. (11), Art. 12, or 
putting I = I, -h »I, for brevity, 






where M, I^, I,, and y are taken at the 
middle of the corresponding «, and the 
summation covers the entire span. Two 
solutions may be given : In the first, sup- 
pose the neutral line to pass through the 
hinges A, B, and that AB is horizontal. 
Divide the neutral line of the arch ring 
into equal parts, each of length s, and 
measure on a drawing the vertical or- 
dinates y from AB to the centre a of 
each division, and estimate I == I, + nl^ 
at each point a. Next, draw^ with a 
trial pole, an equilibrium polygon due 
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to the loads, through A and B. Thus, 
through any point A* in the vertical 
through A, construct an equilibrium pol- 
ygon and suppose that it meets the verti- 
cal through B at B*. The ordinates 
through the points a from A*B* to the 
polygon are the values of y^ below, which 
can now be supposed laid off from AB to 
give the required polygon passing through 
A and B. It need not be actually drawn. 
For the greatest accuracy, the successive 
weights should be taken as the weiglits of 
arch and load between the successive a\^ 
(as in Fig. 6). 

Then the preceding condition reduces 
to 

since M = H(yj — y), where H is the 
horizontal thrust. Both members of the 
last equality can be estimated. If the 
equality does not obtain, alter all the ordi- 
nates of the type y^ in the ratio 
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to locate the points of the true equilib- 
rium polygon satisfying the conditions. 
The true horizontal thrust is equal to the 
trial thrust multiplied by 

The second solution requires the divi- 
sion of the neutral axis to be made as in 
Art. 14, thus leading to the simple con- 
dition, 

2My = or 2y^y = 2y^, 

and the solution proceeds as above. 

Also see '* Theory of Solid and Braced 
Elastic Arches " for I constant and for 
temperature stresses. 

ABUTMENTS. 

43. Lack of space prevents an extended 
treatment of abutments. The reader may 
consult for partly empirical formulas 



^ 
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Txautwine's ** Pocket Book,*^ Dubosque's 
•**PoDt8 et Viaducts," or Van Nostrand's 
Jdi^gaKine for Dec. 1883. The resultant 
;actiiig on any joint of the abutment is at 
<ODee found by combining the ascertained 
ifchruat of the arch with the weight of 
^atotment and load over the joint. It 
should pass within the middle third. To 
;avoid diding it is well to construct the 
couises perpendicular to the resultant. 

THE 8PAKDBEL RESISTANCE FOB VOUS- 

80IR ARCHES. 

44, It will prove interesting to give a 
construction for spandrel resistance at 
this point.* It is found by assuming that 
the resultants on the successive joints or 
asections, are tangent to the centre line of 
the arch ring. Thus in the full centre 
arch of Fig. 7, lay off, on the extreme 
ileft vertical upwards, the loads from the 
crown to each joint in turn. Thus — 11 

« See Rankine'8 Civil Engineering, Art. 138. 
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is the load (to scale) of arch and spandrel ^ 
from the crown to joint 11. Draw o« par- 
allel to the centre line at joint 11— the 
constraetion shown effects this easily, by 
drawing o,ll through the ii^tersection of 
6',11" with the semi-circle. Next draw a 
horizontal line throngh 11 on the scal^of" 
loads, to the intersection e with the line 
just drawn ; then oe represents the mag- 
nitude and direction of the resultant at 
joint 11, whose two components o,ll and 
^,11 a-re respectively, the load from the 
crown to joint 11, and the total horizon- 
tal thrust exerted helow joint 11. 

On repeating this construction for 
each joint, we find the horizontal thrust 
exerted below each joint; the horizontal 
thrust, then exerted upon a single vous- 
soir, as that between joints 11 and 12, by 
the spandrel, is thus the difference be- 
tween the line 6,11 and the horizontal 
/,12. At joint 8, called ^^ the joint of 
rupture^^^ the horizontal thrust obtains 
its maximum ; and above this point, in 
this case, the spandrel would have to 
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exert tensile forces to cause the centre 
line to become the true line of pressures; 
but if it cannot do this, the horizontal 
thrust from joint 8 to the crown is con- 
stant. 

In the latter case, the tangent to the 
centre line at joint 8 is produced to inter- 
section n with the vertical through the 
centre of gravity of the load from the 
crown to joint 8, and from this point 
nm is drawn horizontal to intersection in 
with the crown joint. From this centre 
of pressure, the line of the centres of 
pressure is drawn as usual, as shown by 
the dotted line down to joint 8, from 
whence it follows the centre line as as- 
sumed. (Of course this is not the true 
curve, as we shall see further on.) 

45. This tacitly assumes incompressi- 
ble spandrels, for as an actual semi-circu- 
lar arch, on striking the centres, tends to 
spread otitwards at the haunches, if this 
tendency is entirely prevented by the 
spandrels, this can only happen with in- 
compressible spandrels. 
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To illustrate, in Fig. 8 is drawn a line 
of resistance (not the true one) for the 
arch subjected to an eccentric load on 
the supposition that no spandrel resist- 
ances are experienced. 

This curve or any other that may be 
drawn (including the true one) would 
pass near or outside of the extrados, at 
joints 16, so that the arch would tend 
to rotate outwards about these joints 
and thus spread at the haunches. If the 
spandrels really form an extension of the 
abutment upwards with equal solidity of 
construction, especially if they are bonded 
with the Toussoirs, as is usual, their ac- 
tion is approximately as indicated above, 
and as a basis for computation, the arch 
and spandrel from joints 8 down, with the 
abutments proper, can be regarded as an 
immovable abutment, and the part of the 
arch above joint 8 can be treated as an 
dastio arch by preceding methods. The 
equilibrium polygon for this upper part 
of the arch is then found as in Art. 18, et 
seq., if it nowhere leaves the middle 
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third.* It of course does not agree with 
the dotted curve from m down to centre 
of joint 8, but lies on either side of the 
centre line. At joint 8 the true centre 
of pressure lies below the centre of that 
joint. Below that, the spandrels exert 
just so much resistance as to cause the 
line of the centres of pressure to keep 
near the centre line, so that no appreciable 
spreading occurs. These resistances could 
easily be estimated by a method some- 
what analogous to that given in Art. 43, 
but the results, even when known, are of 
but little importance. 

A better disposition of the masonry 
would be to omit the spandrels and to in- 
crease the radial depth of the arch ring 
from joint 8 (about) to the abutments, so 
that the true line of the centres of press- 
ure, should everywhere be contained in 
the middle third for the loading assumed. 

This plan is actually cheaper for a con- 



* Also see the author^e " Theory of Voussoir Arches,^ 
2d edition. 
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Crete arch. If spandrels were used here, 
and the whole, from crown to abutment, 
was treated as a solid arch, after the 
method of Art. 18, etc., it would be 
found, as in the example treated there, 
that the part from joint 8 down, exercises 
but little influence upon the curve of 
pressure, so that it can practically be 
treated as a part of the abutment. 

METHODS OF FAILURE OF ARCHES. 




Fig. 9 



46. In Fig. 9 is shown the method of 
failure of semi-circular arches when the 
abutments are too narrow : the crown 
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sinks and the joint opens at the intrados 
at V and at the ex trades at R and B.\ the 
spandrels crack above B and B\ and a 
portion mRCKX of spandrel, arch and 
abutment, detaches itself, rotating about 
X. A portion XKS of the abutment is 
left standing when the mortar is weak.* 
In Van Nostrand's Magazine for March, 
1873, page 193, is described the Pont-y- 
Tu-Prydd arch bridge of 140 ft. span, 35 
ft. rise and only 1 ft. S in. depth of rubble 
arch ring in the body of the archl The 
curve is an arc of a circle. On striking 
the centres, the arch fell, the weight of 
the haunches forcing up the crown. The 
mason, noticing this, lightened the span- 
drels with cylindrical openings, filling 
the space between with charcoal, and 
succeeded in making the bridge stand. 
The resistance line is found to be every- 
where contained within the arch ring and 
the bridge stands to this day. It may not 
only prove instructive as a precedent to 

* See other methods of failure of arches given in ^^The- 
ory of Voussoir Arches, 3d ed., Art. 23 and Appendix. 
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be avoided as regards the very thin arch 
ring, but it illustrates the only method 
of failure of a segmental arch with im- 
movable abutments (when crushing of the 
voussoirs is not in question) and shows 
besides, that the stability of the segmen- 
tal arch is increased by lightening the 
spandrels. This lightening the load over 
the haunches can be effected in various 
ways, as by substituting walls parallel or 
perpendicular to the outer spandrel walls 
connected by flags or arches, for the solid 
backing, or using a steel framework for 
the interior walls, etc. . An approximate 
construction will give at once the height 
of surcharge (supposed homogeneous and 
and of same density as the voussoirs) in 
order that the centre line of arch ring 
may be the true equilibrium curve. 

HEIGHT OF SURCHARGE FOR EQUI- 
LIBRIUM. 

47. In Fig. 10, divide the half span of 
centre line into equal parts, and erect ver- 
ticals meeting the centre line of arch ring 
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in «„«, ' . . . ; call the mid pointa of aa„ 
Ci<!,t ■ - ■ 1 c,, c„ . . . , reapeetively and 
consider ac^c^c^, . . . , the equilibrium 
polygon for the arch. From some point 
A, draw Al horizontal, A3 || c,c„ A3 || 
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c^c^y . . ., and draw the vertical 12 3..., 
such a distance to the right of A, that 
the intercepted length 1 2 is equal to the 
median (vertical from soffit to top of sur- 
charge) at c, or depth at crown nearly. 
Then the length of medians at c^, c,, . . ., 
are 2 3, 3 4, ... , respectively and the 
load acting at c, or c^, . . ., is thus equal 
to the corresponding median, multiplied 
by horizontal projection of aa^^ or a,a,, 
. . ., multiplied by unit of weight. 

The walls, arches, charcoal, etc., can 
now be designed to give these weights at 
the respective points, in wbich case the 
centre line is the equilibrium polygon for 
dead load, assuming all loads to act ver- 
tically. The latter hypothesis is nearer 
the truth when cross walls are used. 

48. If the cross walls are at other points 
than those marked 6*, the weight of any 
one with its load, must equal the median 
along its vertical centre line, multiplied 
by the sum of the horizontal distances 
from this median to verticals drawn mid- 
way between the vertical axes of adjacent 
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croBS walls and this product then mnlti- 
plied by the weight per unit. This as- 
sumes the cross walls spaced equal hori- 
zontal distances apart. 

When longitudinal walls are used, their 
whole weight first rests upon the arch; 
but if the arch sinks appreciably, a small 
amount may be carried directly to the 
abutment, through cantilever action aided 
by friction. The theory of vertical loads 
would then seem to be admissible. But 
an important fact must be noted, i.e., 
that these walls resist spreading of t^e 
arch at the haunches' and thus add mate- 
rially to the stability for arches of large 
central angle. 

Compacted earth filling can furnish 
little or no active horizontal thrust, but 
it likewise adds to the stability by resist- 
ing appreciably any tendency to spread 
at the haunches. 

49. If the centre line is a parabola, it 
is easy to show that the upper limit of 
the surcharge must be everywhere the 
same vertical distance from the soffit; so 
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that where the surcharge is very high the 
parabola is the best form of arch ring. 

This may be shown analytically, in an easy 
manner. Thus conceive ai,aa, . . • a», Fig. 10, to 
consist of a thin metallic ring, that is to sustain 
a uniform horizontal load, w per foot, without 
bending ; required the form of the curve a. . .at. 
It is necessary that the line of pressures coincides 
throughout with the rib, for if it departs from 
it at any point, the resultant for that point 
multiplied by its lever arm to that point, gives 
a herding moment M, which the thin rib is sup- 
posed incapable of resisting. 

Let aA be the axis of X, the vertical down 
from a the axis of Y. The resultant at a is the 
horizontal thrust Q. Take moments of this 
force, and the downward acting weight on the 
part cuib, about a^, whose co5rdinates are y and x, 

Now M must equal zero for every point of the 
arch, in which case ths line of pressures mil 
coincide unth the figure of the rib. 
Placing M = 0, we deduce, 

w ^ 
the equation of a parabola, Q.E.D. 



CHAPTER II. 

UNDERGROUND ARCHES. 

FORMULAS 'for PASSING A LINE OF RE- 
SISTANCE THROUGH THREE GIVEN 
POINTS. 

50. In the arch ADB, Fig. 11, suppose 
it required to pass a line of resistance 
through the points A, E and B. 




Fig. 11 



Let C be another point of this curve, 
at the crown, where the horizontal com- 
ponent of the pressure is Q, the vertical 
component P. Call the vertical compo- 
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nents of the loads on the segments AD, 
DB and ED, P,, P„ P„ respectively; 
their horizontal components, T,, T„ T„ 
respectively. 

Call the perpendicular distances from 
P, and Tj to A, a, and c^ ; from P, and 
T, to B, a^ and c^ ; and from P, and T, 
to E, ttj and c^, respectively. 

Also call the vertical distances of C, 
the point of application of the inclined 
thrust at the crown, above A, B and E, 
&j, b^ and ^3, respectively; and the hori- 
zontal distances of the same points, A, B, 
E, from the crown, g^, g^ and g^, 

51. We now take moments in turn 
about A, B and E. In Eqs. (1) and (3), 
we suppose the arch* to the right of the 
crown removed, and its effect replaced by 
the resultant of P and Q acting to the 
left, P being 4- when acting upwards ; in 
Eq. (2), the part left of the crown is sup- 
posed removed, and a force equal and 
directly opposed to the resultant of P and 
Q acting to the right. 
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We thns find : 

a.P-ir,P+c.T.=J.Q (1) 

o,P,+5r.P + c.T,=*,Q (2) 

a.P.-5r.P + c.T.=*.Q (3) 

Equating the values of Q in (1) and (2), 
we find, 

Prom (1) we obtain, 

These equations suffice to determine P 
and Q, when the position of C is known. 
When, however, we can only locate the 
points A, E and B, the values of P and 
Q and 'the position of C is found as fol- 
lows : 

For convenience let us make the fol- 
lowing abbreviations : 

9^+9,=d,, 9-9^=d^, .^.+^.=^8> 

^a-^3 = «.9 ^, — ^3 = «a» ^ — *a = ^.- 
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Now subtract (2) from (1), 

a,P,-a,P.-Prf, + c.T,-c,T.=Qe,. (6) 

also, subtract (3) from (1), 

a.P,-a.P,-Prf. + c,T,-C3T,=Qe.. 

Equating the values of Q drawn from 
these last two equations, and noting that 

we have, 

P = 
.Xa.P.+c-,T,)-g,(a,P,+c,TJ+g3(fl^3P,+e?,T.) 

Substituting in Eq. (6) the value of P 
just found, reducing the terms of one 
member to the same denominator, col- 
lecting like terms, whose coefficients are 
of the type e(I^ and noting that e^—e^=e^ 
and d^—d^=:d^, we have, 

Q = 

d,{a,F,-H:,T,)+d,{a,F,-^c,T,)-d,{a,l?,-^cj,) 



^A-^A 



(8) 
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From (1) we have, 

,- «.P.-^^P+ £^ (9) 

to fix the position of C at the crown.* 

We have always for the reactions at A 
and B, P'= P — P, P"= P.+ P, Q'= 
Q-T„ Q"= Q-T,. 

52. The above equations apply directly 
to unsymmetrical arches, solicited only 
by vertical forces by making T^, T,, and 
Tj, zero. 

When the arch and load is symmetri' 
caly P = 0. If the point of application 
at the crown is known, we have from (5), 

Q = ""'^^ ^ ""'^^ (10) 

If two points A and E are given, we 

have then g,=g^, h^=K, ^3=^^i» ^=^» 
P, = Pa, Tj = T„ «,=«,, Cj=c, ; whence 
from (8), 



* A graphical construction can be given for the general 
case, but is omitted for want of space. 
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The position of Q is then found from 
(9) by making P = o. 

Eq. (11) is very easily deduced inde- 
pendently. 

APPLICATION TO CULVERTS. 

53. Let Fig. 12 represent a culvert 
having no masonry backing, with the em- 
bankment above it partially completed; 
so that when the material of the embank- 
ment is reduced to the same specific grav- 
ity as that of the arch, a line ai (taken 
straight for simplicity) will limit its top; 
the earth being level to the left of a and 
to the right of i. 

The tables for the vertical forces are 
made out as usual.* The mean heights 
of the trapezoids are represented by the 
dotted lines and the sum of the first three 
trapezoids will be considered as the sur- 

• See the aathor^s " Theory of Voussoir Arches." 
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face from the crown to the third joint; 
similarly for other joints. 




Fig. 12 



The horizontal forces are due to the 
earth pressure and are very difficult to 
estimate exactly, In a mass of earth 
with an unlimited level surface, the hori- 
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zontal pressure per square unit at a 
depth X,* 

^ 1+sin. ^ \ » / 

When the upper surface is at the angle 
of repose ^, the pressure per square unit 
of a vertical plane parallel to the slope, is, 

p' = wx cos. ^, 

w represents the weight per cubic unit of 
the earth. 

These formulae are modified, when the 
earth is not of unlimited extent, the fric- 
tion of the abutting surfaces causing a 
change in the direction of the pressure. 

As the surface above is sloping from a 
to /, and level elsewhere, only a rough 
approximation to the pressure is possible. 

Cohesion, likewise, plays an important 
role in earth pressure; its influence be- 
coming much more marked as the em- 



♦ See Rankine'« " Cl^U Engineering," p. 322; also Van 
NoBtrand's Science Sei ies, No. 3, pp. 99, 100. 
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bankment grows older. For new embank- 
ments it is well to neglect it. 

Let us assume, as a rough approxima- 
tion, that the horizontal pressures, due to 
the earth, on voussoirs 1, 2, 3 and 4, cor- 
respond to the heights x measured along 
the dotted lines from the extrados of each 
voussoir to the surface ai^ and are given 
by formula for p above. 

The surfaces against which these press- 
ures act for voussoirs 1, 2, 3, 4, are, hc^ 
cd^ de^ efy respectively; so that the hori- 
zontal pressure acting on the third vous- 
goir, for instance, is equal to the product 
of the height de^ by the height of the 
surcharge from the extrados to the sur- 
face, by taTi^ (45—^^), {w being taken 
as unity). In the following examples let 
^ = 30% so that, tari" (45-^^) = f 

The horizontal pressure then upon the 
third voussoir is, dexxx\. It may be 

written ^ for any voussoir. The lever 

arms of these forces, about the top of the 
arch, are the vertical distances from the 
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line hh to the middle of the segment- 
hc^ cdy de and ef. The sum of the mo- 
ments of these forces, down to any joint, 
divided by the sum of the same forces, 
gives the vertical distance from the line 
bh to the resultant of the forces taken. 

54. Example, — Let the span of the 
semi-circular culvert, Fig. 13, be 11.30 
units of length, the depth of voussoir 
0.94, the height ah of the reduced sur- 
charge 25.12, and the height At, 12.56. 
If the backing was solid up to bh^ the 
horizontal forces would be due more 
nearly to the depth from a to the vous- 
soirs on the left, and from i on the right. 

Now let it be required to pass a curve 
of resistance, 0.41, below the top of the 
crown joint, and through the lower mid- 
dle third limits, at joints six on either 
side. 

The vertical loads from the crown to 
joints six on left and right are Pj = 
133.23, P,= 101.28; the distances of 
their resultants from the verticals through 
the crown are 3.01 and 2.79 respectively. 



\ 
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whence by measurement on the drawing, 
^,= ^,= 5.1 and a,= 5.1 —3=2.1, a,= 
5.1-2.8=2.3. 
Similarly, 

T^= 26.41, c = 3.5-1.7 =1.8 
T,= 18.51, c,= 3.5-1.6 = 1.9. 

whence, by Eq. (4), 

Also, by Eq. (5), Q = 96. 

Now lay off on vertical lines, 08, to 
left and right of the centre, the vertical 
loads from the crown to the joints in 
order. Also lay off the distances, on the 
horizontal through the summit, from the 
crown to the centres of gravity of the 
total vertical loads in order. Thus S6 = 
3.01, corresponding to P,= 133.23. 

Next, lay off on the horizontals through 
1, 2, . . . , to 1', 2', . . . , the total horizon- 
tal forces for the left and right side respect- 
ively. Also lay off on vertical lines their 
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points of application. Thus the total 
horizontal earth thrust from the crown to 
joint 6 on the left is T,= 26.41 ; and its 
point of application is ^6= 1.71 below the 
summit. To find the thrust at the 
crown, lay off 7nn = Q, horizontally, and 
no = P vertically downwards : mo { = vo 
drawn || mo) is then the resultant at the 
crown joint in position and magnitude. 
Now, to find the centre of pressure on a 
joint, as the 6th on the left, draw yertical 
and horizontal lines 6^, 0^, through the 
points of application of l\ and Tj, to in- 
tersection b; which is thus the point of 
application of the resultant of Pjand T^, 
represented by a straight line from to 6 
in the force polygon on the left. From 
b draw ba \\ 00' to intersection a with mo 
produced; from a draw ac |f i'6' to inter- 
section with joint 6 at its centre of press- 
ure. It is evident that the resultant 
there is represented by the line ?'6', the 
resultant of 06, 66' and t;o, or of P„ T,, 
and the inclined thrust at the crown; 
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similarly on the right side, to find the 
position of the resultant on joint 8, we 
find dy 3.29 to the right of ^ and 3.34 
helow it; thence draw de || 08' to inter- 
section e with mo produced ; thence draw 
ef II v8' to / the required point ; the 
magnitude and direction of the resultant 
being represented there by the line i;8'. 

The line of the centres of- pressure thus 
found, represented by the dotted line, 
leaves the middle third at joints 4, 5 and 
8 on the right, and at joint 8 on the left. 

A line nearer the truth, if the passive 
resistance of the earth is still neglected, 
would probably have m raised somewhat 
and / nearer the extrados. 

55. The earth is next supposed level at 
top, the distance ba = hj\ Fig. 12, being 
25.12 units. On making out vertical 
and horizontal forces as before, for one 
side only,, we find from Eq. (10), Q = 
122.2 cubic units of stone, on passing a 
curve of resistance through the upper 
middle third limit at the crown and the 
lower middle third limit at joint 6. 



Ill 
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The curve thus found keeps every- 
where in the middle third except at 
joints 8, where it nearly reaches the ex- 
trados. 

56. If the arch stones are not increased 
in depth near the abutment, joints 8 will 
tend to open at the intrados ; but this they 
cannot do unless the haunches spread; 
which is in turn resisted by the span- 
drels ; or if there are none, by an increased 
horizontal thrust which the earth is capa- 
ble of putting forth, thus keeping the 
line of resistance within the arch ring, 
e.g., within the middle third, if the de- 
formation that the earth permits is small. 

Experience shows that very thin arch 
rings, built in rubble, often can fulfill the 
conditions of stability when embanked 
over carefully; the centres being struck 
after the embankment is mostly com- 
pleted. * 

The theory of earth pressuref demon- 



♦ See Trautwine's " Engineer's Pocket Book," p. 847. 
t See Van Nostrand'e Science Series, No. 8, p. 46. 
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strates that the earth is capable of exert- 
ing much greater passive resistances than 
active thri^sts, but their exact amounts 
are uncertain ; though if a line of centres 
of pressure is assumed from about joints 
5 down, to lie near the centre line, their 
magnitudes can be found after the meth- 
od of Art. 43. If the arch stones are 
increased in size near the abutment, so 
that a line of centres of pressure can every- 
where be inscribed in the middle third, 
the arch will need but little aid from the 
passive resistance of the earth, and this 
precaution is strongly urged. 

67. The dimensions of the preceding 
culvert and surcharge may be taken in 
any unit, as feet, meters, etc. 

If the unit taken is the meter, it corre- 
sponds to a railroad culvert at Schwelm, 
the top of the embankment being 31.°'40 
above the top of the arch, corresponding 
to a weight 25.^12 high of materials as 
dense as the voussoirs, as given by Schef- 
fler. 

The normal pressures on joints 6 or 8 are 
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about 41 . 5 tons per square foot, if uniform- 
ly distributed, and 83 tons when the press- 
ure acts at the middle third limit. Gran- 
ite or limestone has a crushing weight of 
400 to 500 tons per square foot when of 
good quality, which was not the case 
here, and a large number of voussoirs 
were crushed in various parts of the arch 
in consequence. If the unit of the draw- 
ing, Fig. 13, is the foot, the uniformly 
distributed normal pressure per square 
foot, is 11.3 tons, and if the centre of 
pressure on the critical joint was at the 
middle third limit, the stresses would be 
22. 6 tons per square foot at the intrados, 
which sandstone and best brick are able 
to sustain. 

In the case of very high emhankments, 
the full height of the surcharge does not 
bear on the culvert or tunnel arch, part 
of it being carried by friction and a nat- 
ural arch action to the sides.* 

In designing the abutment for a cul- 

* See Van Nostrand's Science Series. No' 8, pp. 11, IS, 
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vert, it is well not to count on this action^ 
and since the ground generally rises ab- 
ruptly from the foundation, it is advisa- 
ble not to count on any horizontal earth 
thrust against the back of the abutment 
unless the earth is well rammed. The 
thrust of the arch on the abutment can 
be found approximately as in Art. 54^ 
taking the centres of pressure at the 
crown and haunches (about joint 5, Fig. 
13), at the centre of the joints for addi- 
tional safety. 

TUNNEL ARCHES. 

58. The indetermination as to the real 
acting forces is much more pronounced 
for tunnels, so that experience has to be 
resorted to. Raiikine gives the following 
formula, founded on practice, for the 
minimum thickness, t of tunnel arches, 



a' 



where a = rise and b = half span. 

'* This is applicable where the ground 
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is of the firmest and safest kind. In soft 
and slippery materials, the thickness 
ranges from -^/.^Trto i/.48r." 

The arch is peculiarly adapted for a 
tunnel support ; for it is the great ad- 
vantage of the arch, that it will not be 
forced in in one place without it is forced 
out at another. The latter the envelop- 
ing mass generally prevents, if stones 
And earth are packed in tight back of the 
arch f so that the arch so constructed 
should generally stand unless crushed 
from a too heavy load. 

As, in practi3e, tunnel arches are not 
thus crushed, we may infer, as stated be- 
fore on theoretical grounds, that only a 
part of the superincumbent material 
presses on them. In every deep tunnel, 
the thickness of the arch ring is not in- 
creased over that due to a comparatively 
small height, as is inferred from the pre- 
ceding formula. 

If a quicksand is encountered on one 
side or the other, the curvature of the 
arch must be sharply increased there, or 
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the arch may be forced in, as has hap- 
pened in certain treacherous clays. 

59. Assuming the preceding formulas 
for earth thrust and the depth of sur- 
charge that is supposed to press, in ac- 
cord^ince with this theory, the stability 
of a tunnel arch is investigated as pre- 
viously explained in the case of culverts. 

Thus take the tunnel arch under the 
Thames, Fig. 14, whose dimensions in 
feet are as follows : the thickness of the 
arch ring is about 3, the radius of the 
upper part 0..6 is 7 ; and of the inferior 
part 6.. 10, 28.25 feet ; the upper part 
being formed of three concentric rolls 
without bond, but supposed to act as one 
mass. 

The earth and water above the tunnel 
is supposed to exercise upon the arch a 
pressure corresponding to a load 24. 75 ft. 
high of material like that of the vous- 
soirs; the reduced surcharge being sup- 
posed level at top for simplicity. 



\ 
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Fig. 14 



One line of resistance drawn is repre- 
sented by the dotted line, and leaves the 
inner third of the arch ring at joints 9 
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and 10. However, if the earth is packed 
tight around the arch, joint 10 cannot 
open on the inside as the haunches can- 
not spread, and in fact, the induced (pas- 
sive) resistance of the earth, giving 
greater horizontal forces than assumed, 
will cause the centres of pressure below c 
to lie nearer the centre of the joints. It 
is better thus than to have the centre line 
coincide with the dotted curve througli- 
out ; for then, if the active earth thrusts 
are actually greater than computed tlu» 
a]'ch ring may be forced in somewhere. 
We conclude that this arch is well de- 
signed as to form. 

When a tunnel is constructed through 
firm earth, the active horizontal eartli 
thrusts are small and even nil in some 
cases, so that the portion from joints 6 to 
10 may be made vertical. This should 
not be done if the material is a kind of 
clay that swells when exposed to air and 
moisture. In Fig. 14, the inverted arch 
at the bottom is intended to prevent the 
forcing in of the sides. 
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THE ELLIPSE THE PROPER FORK FOR A 

TUNK^EL ARCH. 

60. The resistance line in Fig. 14, re- 
sembles a portion of an ellipse. 

We can easily prove analytically that the 
ellipse is the proper form for a tunnel arch, when 
the depth of surcharge is so great that the in- 




Fig. 15 



tensity of the thrust of the earth at any part of 
the arch is practically the same. To take the 
most general case, let the top surface of the 
earth be | OY in the adjoining Figure. Call 
the pressure, per unit of inclined plane OY, in 
a vertical direction, p; the conjugate pressure 
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in a direction | OY, per unit of a vertical plane 
OA, can be represented, according to the theory 
of earth pressure, by cp, e being a constant. 
Let OA = x, AB = y, OAB = ft and call the 
thrust at in the direction OY, tangent to the 
rib BOD at 0, pT. This rib, or " linear arch," 
is not supposed to have any bending moment at 
any point, otherwise a deformation would ensue, 
The total vertical pressure on OB is^, the con. 
jugate pressure is cpx. Being uniformly dis- 
tributed, their lever arms about B are 

Now, if any point, as B, of the arc is to be a 
point in the line of pressures, we must have, 
taking moments about B, 

pTx sin. ^ = (^ +'^) «i^' ^' 

.-. y^=2Tx-'ex\ 
the equation of an ellipse, 

Q.E.D. 

The equation of an ellipse referred to a diameter 
and the tangent at its vertex, a and b being the 
semi-conjugate diameters, is 

b^ 
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Comparing with the aboTe, we hare, 

T - *' ^ - ^i' _ *' 
o pa* 

Or, TTie intenaitiea of the conjugate pressures 
are as the squares of the diameters to which 
they are parallel. 

If in the equation above we make, x=OA=a, 
we find, y=AB=ft; whence from the last equa- 
tion, 

a. cp _b 
h. p "~ a ' 

Now the thrust at O = jjT = acp, whilst that at 
the ends of the conjugate diameter DB, acting 
I OX, is hp; hence, these forces are proportional 
to the diameters to which they are parallel. 

To construct the arch, c and a or b must be 
given to find the other semi -diameter from the 
equation, c = J*-5- a^. 

When the Top Surface of Earth is Level, 
OY becomes level, and ^ = 90°. a and b are 
now the semi -axes of the ellipse. From the 

theory of earth pressure, — = tan.' (45° — i^, 

whence, for a tunnel arch, 

horizontal semi-axis b ^ ,^^^ , ^ 

— — -^j : — :— = - = tan. (45* ~ 4ft ; 

vertical semi-axis a ^ ' ' 

being the angle of repose. 
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Next, make 6=1(0 being 90**) and the ellipse 
becomes a circle. At any point of the circle 
consider the two equal forces, p, p, at right 
angles and acting on a unit of area of planes JL. 
to them. Their resultant acts normally to the 
circle, and its intensity is easily found to be p, 
the intensity of the vertical and horizontal com. 
ponents. 

Calling r = a = b, the radius of the circle, we 
have the thrust at = pT =pr, or the product 
of the intensity on a unit of circumference by 
the radius. This thrust is the same all around 
the ring. The above are the principal deduc- 
tions by Rankine for the arches considered 
above, but the proof is entirely different to that 
given by him. The last formula is sometimes 
used to find the horizontal thrust at the crown 
for a symmetrical arch uniformly loaded, as the 
pressure there is normal to the equilibrium 
curve, and its intensity p is equal to the depth 
of arch and reduced surcharge at the crown, 
multiplied by the weight of stone per cubic unit. 
As the radius r of the linear arch at the crown, 
is not known, it may be assumed equal to that 
of the intrados there, and the approximate 
thrust = pr computed. 

Du Bosque uses this formula of Navier's for 
the thrust, in dealing with the arches of certain 
proportions examined by him, but, of course, for 
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other proportions it would not work. Some- 
times a rough approximation to the thrust is all 
that is wanted ; in that case, the formula if 
serviceable. 



CHAPTER III. 

GROINED AND CLOISTERED ARCHES. 

61. Groined and cloistered arches are 
formed by the intersection of two cylin- 
drical arches, having the same rise and 
their axes in the same plane. The 
groined arch is formed by removing those 
portions of each cylinder which lie under 
the other and between their common 
curves of intersection ; the cloistered arch 
by removing the portions of each cylin- 
der above the other and exterior to their 
common intersection. 

The forces exerted in any part of a 
groined arch of masonry are best shown 
by an example. 

GROINED ARCH. 

62. Let the square ABCD, Fig. 16, be 
the plan of a groined arch, AC and BI) 
representing the groins ; the elevation is 
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shown, at BMC of the front face AD. 
There are abutments at A, B, C and D, 
one of which is shown at A in plan. 

Let us divide the portion of the arch 
.)ad load between the groins into simple 
(cylindrical) arches, as AID, a,Io, . . 
which rest at their extremities on the 
groins AE, DE. We can estimate the 
stability of any one of these arches by 
principles previously established, and find 
the resultant pressure that it exercises 
upon the groin. The latter supports a 
similar pressure from each side ; the re- 
sultant of these two pressures, which is 
generally oblique, can then be decom- 
posed into horizontal and vertical compo- 
nents, which are tlie forces to be used, in 
their proper positions, in ascertaining the 
stability of the simple arch constituting 
the groin, and also of the abutment 
against which it leans. 

In this example the dimensions are 
given in meters, though any unit mav be 
taken. Let AD = 7.54:; the arc AFD 
in }»lan, a semicircle whose radius is thus, 



§62] 128 

OB = 3.77; depth of keystone KL = 
0.47; the height of surcharge above it, 
LM = 1.26. Divide the semi-groin AE 
into a number of equal parts, four in the 
figure, and suppose each simple arch, as 
AID, to terminate at the middle, a^, of 
its corresponding division. Project up 
«,, a^y a„ a^ to dj, h^y ^3, h^y in elevation. 
Then on this supposition the weight AIF 
sustained at a^, is represented in elevation 
by MNJ^K, supposing the joints vertical. 
Similarly for arch a,JI, etc. If an ele- 
mentary arch a,JIo could change shape 
under stress independently of the adja- 
cent arches, its resistance line would be 
uniquely determined by the theory of the 
elastic arch, and the centres of pressure 
for the successive arches J^, J^, dg, J^, at 
their respective springings, could be 
found. As this hypothesis cannot be said 
to obtain, the points i are indeterminate. 
It is perhaps safe to take them on or near 
the centre line down to the vertical 
through B, which limits the construction. 
In this example another plan (not so 
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good) was adopted. Thus, for arch a JFe, 
the centre of pressure at the crown was 
taken at the upper middle third limit, 
and at h^ at the lower middle third limit, 
from which the resultant at {a^ bj can be 
found. For the other arcs, as aJ.J^ 
retain the same value and position of Q 
at the crown. We thus find from the 
diagram for arc AID the resultants in 
amount, position and direction at the 
points (^3, ^J, («„ b,), {a^, b^) of the 
groins, due to all the arcs in the space 
AEF. 

In the following table of volumes and 
centres of gravity corresponding to MN4K 
V = volume of trapezoidal prism lying 
just to right of joint to which it refers 
= width X mean height X IF. 

In this case IF = JI = 0.94. I is the 
distance of the centre of gravity of the 
trapezoid from the crown, and m the cor- 
responding moment. V is the volume 
from the crown to the joint to which it 
refers, found by adding the numbers in 
column V. Similarly M is formed from 
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M 

m, and the quotients -;^ = C, give the 

distances of the centres of gravity of these 
volumes V from the crown. 



Joint 


V 

.78 
1.68 
2.04 
2.74 


I 

.24 

.96 

1.91 

2.87 


m 


V 

.78 
2.46 
4.50 
7.24 

■ 


M 


C 


1 


.1872 


.1872 


.24 


2 


1.6128 


1.8000 


.73 


3 


3.8964 


5.6964 


1.27 


4 


7.8638 


13.5602 


1.87 




T.24 




13.5602 







Laying off 1™.87 from the crown to 
the left on Q prolonged and drawing from 
this point a straight line to b^, we have 
the direction of the resultant at b^. Its 
amount is found by laying off P^ = 7.24 
on the vertical, through the point 1.87 to 
left of the crown, downwards, and then 
drawing a horizontal line to the resultant, 
which may now, as well as Q, be scaled 
off. We thus find Q = 5.45. 
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Next, combining the forces at «„ «„ a„ 
and a^, due to the arcs on either side of 
the groin AE, we have for the vertical 
components of the resultants at Aj, a,, «„ 
a^, 1.56, 4.92, 9'., 14.48 respectively, 
being double the numbers given in column 
V above. 

The horizontal component at each 
point isQV2"=7.7.* 

It is evident that the greater the num- 
ber of divisions IF, JI, &c., the more 
accurate the result. It is well to test the 
above volumes analytically. 

FORMULAS FOR VOLUME. 

63. Let OB = OK = r, KM = c, and the va- 
riable distance 'Ed = a^d = x. An arc aide in 
plan is shown in elevation by 4321 K, where 
44»=a; and 04^= ^r'^-xK 

Draw a tangent at K to intersection H with 
N4. The area between this tangent, H4 and arc 



♦ If the centres of pressure are all assumed to lie on the 
centre Ihie (as suggested above) Q must be determined 
separately for each elementary arch, as just explained for 
a4FI«. 
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4K is easily found by subtracting from the rect- 
angle rx, the triangle \x ^r^ — x^ and the sector 

04K = -^ sin. — , so that the area of KMN4 

a T 

is 

r* . —\x 

2 



cx-\-rx — 2^ X jJ fA _<jiA ^— sm. 



On multiplying this by dXy we find the volume 
of an elementary arch, parallel to AD, of thick- 
ness dx and at a distance x from E. The inte- 
gral between a; = r and x = o gives the total 
volume of the solid AEF or \ the groined arch ; 
equal to, 

As r = 3.77, c = 0.47 + 1.36 = 1.73 .-. vol. 
AEF = 14.85. From the Table this volume - 
(.78 + 2.46 + 4.50 + 7.24) = 14.98.* 

ARCH OF GROIN AKD ABUTMENT. 

G4. It will conduce to clearness to lay 
off on an elevation of the groin and abut- 
ment, Fig. 17, the forces just found, 

* For volumes of groined and cloistered arches, see a 
full discussion in Mr. Leonard Metcalf^s paper on the 
Groined Arch in Transactions Am. Soc. C. E. Vol. 43 : also, 
see Engineering News for August 33, 1900. 
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directl/ over a^^ a^^ . . . at the same 
heights as J„ J„ . . . are above the 
springing, viz., 4.03, 3.76, 3.15 and 2.12. 




Fig. 17 

S 3 

The distance t of the resultant T of the 
horizontal forces above the springing is 
thus. 



_ 7.7(4.03 + 3 .76 -f 3.15+2.12) _ 

f = 3().8 -^.20, 



t= 
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from which T can be located. Similarly 
take moments of the vertical forces about 
A, to find the distance, jy, that their 
resultant, P, acts to the right of A. 

r.p = 

U. 46x. 68+9x2.01 -H4. 9x3.35-i-l. 56x4.69 

P :^ 9T92 

= J. . < o 

The resultant of T and P passes outside 
of the arch ring above the springing. On 
combining it in turn with the weight of 
the abutment 8x3x2, the final resultant 
cuts the base at 5, J the depth from the 
outer edge. 

65. The arch ring of the groin in the 
actual example, has a depth of 0^.94; 
being double that of tlie ring as drawn, 
wliich may thus be supposed to represent 
its middle half. 

I'o test its stability, combine the re- 
sultant of the forces 7.7 and l.o'I, being 
the pressure on the joint midway between 
a, and «,, with the resultant of the next 
two concurrent forces, 7.7 and 4.9, to 
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find the resultant on the joint midway 
between «, and a,; next, combine this 
last resultant with that of the next two 
concurrent forces and so on. The final 
resultant on the springing joint should 
coincide with the resultant of P and T 
just found.* 

The line of the centres of pressure is 
thus found to keep very near the centre 
line down to a^, below which it passes out 
of the arch ring, on tlie extrados side; 

The heavy backing will exert horizontal 
forces to modify this line of resistance, 
probably keeping it in the arch ring near 
the springing; for otherwise the intrados 
joints about the springing must open; 
but this cannot happen unless the extra- 
dos joints open about a,. If the backing 
prevents the latter, the former cannot 
occur, and the centres of pressure are 
found somewhere in the middle third. 

A horizontal thrust, H, at the crown 



* Where the groin is a distinct, arch, the weight of its 
successive portions shonld be combined with these forces 
in the proper order. 
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of the groin will be exerted only when 
the resistance line hfiJ)J)^ approaches the 
intrados too nearly. If it is desired that 
the centre of pressure should fall at a cer- 
tain point on the vertical through a^ call 
the arms of H, T and P about this point 
A, t and p ; then, 

Rh + Tt -Fp = 0. 

from which H can be found. It may be 
assumed to act at the centre of the crown 
joint. 

In all ordinary cases no thrust at the 
crown is needed and an opening can be 
made there with safety for light and ven- 
tilation. This is done in vaulted cover- 
ings of reservoirs and filter beds, which 
are generally rectangular in plan and 
consist of groined and cylindrical arches 
springing from the interior piers, and 
cloistered arches springing from the abut- 
ments, which last are walls surrounding 
the rectangular space. 

GO. It is usual in such constructions 
to place the abutments as in Fig. 18. 
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The space between them is usually covered 
with simple arches as ABCD. The hori- 
zontal thrusts of the two leaning against 
one abutment, acting at the crown joints 
combined into one, Q' V2 acting directly 
over the centre of the abutment, and in 




the direction of a diagonal, as EA. The 
weights of the two semi-arches acting at 
their centres of gravity are combined 
into one, 2P', acting at a on the diagonal 
AE. On drawing now a section of the 
abutment along AE produced and laying 
off the forces Q' V?, 2P', T, P, H if any. 
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^ud the weight of abutment, in their 
proper positions and combining these 
forces into one resultant, we ascertain if 
the centre of pressure at the base of the 
abutment lies within proper limits. It 
^will be found that the addition of the 
encompassing arclies conduces to stability, 
the effect of the downward force 2P', 
more than counteracting the effect of the 
force Q' ^2, 

67. The question of stability has so far 
alone been considered. As to strength, 
the simple arch of largest span is to be 
designed by usual methods and the max- 
imum stress ascertained. If the result- 
ants have been assumed to act at the 
centre of certain joints, double the uni- 
form intensity of stress there for safety. 
The same remarks apply to the arch along 
the groin (if any). Where equal arches 
spring from a pier in four directions, at 
right angles to each other, the resultant 
thrust on such a pier passes through its 
centre. 

For a single vault, as in Fig. 18, the 
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resultant meets the base of the pier AB 
on. the diagonal EA produced, say at a 
distance e from its centre. If we call N 
its normal (vertical) component the max- 
imum and minimum stresses per unit are 
(7, Art. 12), 

where d = AB = side of square base. 
The minimum stress is zero when 

(I 4/2 

'=12- 

and for greater values of e, the stress at 
A is tensile, which should be avoided, us 
it is best not to count on the tensile stress 
of the mortar. 

Where concrete is used for the arch 
the previous investigation holds, though 
there is certainly decided gain in strength 
for the arches from the tensile strength 
of the concrete, both in the arch and 
backing. * 

* See Transactions Am. Soc. C. E., Vol. 4.% p. 65. 
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Scheffler* has deduced approximate 
formulas, from which is found (for the 
case shown by Fig. 18 and a safety factor 
71 = 3, by which the horizontal thrust is 
multiplied), that a groined arch should 
have the same size of abutment as a cylin- 
drical arch of the same span. For w = 1, 
the case of limiting stability, it was found 
that the width AB for the groined arch, 
was 1^ times that for a cylindrical arch 
"of same span AC. As he assumes the 
liorizontal thrust to act at the top of the 
keystone and makes a number of rude 
approximations besides, sometimes on the 
safe side, at other times otherwise, the 
results are open to doubt. For n = 1^ 
however, they seem to be confirmed by 
the experiments of Rondelet (see Art. 69). 

CLOISTERED ARCH. 

68. In the cloistered arch, shown in 
plan, in Fig. 19, ABCD is a square lying 
in a horizontal plane, whilst EF is a sim- 



♦ " Th^orie des Voutes," §57. 
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pie arch of span EF^ and rise equal to tlie 
height of the crown at G above the spring- 
ing. AD and BC are the groins, form- 
ing the re-entrant angles on which the 
smaller arcs, as ah^ be, cd^fg, etc., meet 




Fig. 19 

with an inclined tangent. Thus ab is 
precisely similar in form to the part EH 
of the full centre arch EF. The ele- 
ments he or fb are thus horizontal. Now 
the thrust at the crown G of the simple 
arch EF of small width, is horizontal, 



§69] 142 

and is computed as for a simple arch. 
The arcs ab and cd sustain at b and c 
horizontal thrusts commurficated through 
the horizontal element be. When the 
centres are struck, the tendency to fall 
causes pressure on the voussoirs in four 
directions, ± and || AB, so that the ele- 
ments, as be and bf of the cylinders sus- 
tain a uniform horizontal compression in 
the directions be and bf, and the vous- 
soirs composing these elements sustain 
likewise an inclined thrust (except at the 
i groins, where it is horizontal), in a direc- 

} tion perpendicular to the elements, whose 

I amount is easily determined by the meth- 

'\ ods affecting simple arches. 

69. Thus divide EG into any number 

of equal parts, and find by usual methods 

the weights and the positions of their 

centres of gravity, from the springing 

AC to any joint, in place of from G to 

I the joint, as hitherto. Part of the table 

i made out then directly applies to each 

' partial arc, as ab. On the elevation of 

|j the semi-arch EG and of each partial 



143 [§69 

arch, as a J, construct resistance lines, 
lying as near the centre line as possible, 
down to the *' joint of rupture'* (Art. 
43). In doing this, proceed as shown in 
the latter part of Art. 61, to find the 
horizontal thrust and the resultant at the 
abutment. * With the tables made out as 
above, the resultant at the abutment 
must be combined, in turn, with the 
weights from the abutment to the joint 
considered, to find the centres of pressure 
on those joints. 

We thus find the various horizontal 
thrusts, acting at the groins CG and AG 
in a direction ±AC. On multiplying 
each of these thrusts by its vertical dis- 
tance above the springing, and dividing 
the result by the sum of the thrusts, we 
find the vertical distance above the 
springing at which the resultant of the 
horizontal thrust T, of the part AGO, 
acts. Similarly, find the horizontal dis- 
tance to the resultant of the vertical 
forces, P acting on the part AGO; this 
resultant representing the weight of 
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AGO. On combining these resultants, 
T and P acting in the vertical plane EG 
with the weight of the abutment, as 
shown in Fig. 17, we ascertain whether 
the centre of pressure on the base of the 
abutment falls within proper limits. 
Since the arc EF (Fig. 19)* causes the 
greatest thrust, unless the abutment is 
made to act as one piece, as supposed 
above, its width should vary, being great- 
est at E and diminishing to naught, theo- 
retically, at C; the intermediate widths 
being found in the usual manner from 
the thrusts of the partial arches resting 
tliere. If the curve limiting these widths 
is assumed to be a parabola, which is 
doubtless safe, then it is easy to show 
(see Scheflfiier, §58) that the abutment 
AIJC ((Fig. 19) of rectangular section, 
having the same moment as the one of 
parabolic section, has a width, 

e = 0.7303e'=: |c' (say) 

where e' is the width of abutment at E 
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for the simple arch EF, which can be 
foand by usual methods. 

In view of the indetermination existing 
as to the true curves of resistance of 
arches such as EF, ahy the practical solu- 
tion is suggested of designing EF as for 
a simple arch, and giving the same radial 
depth of arch ring to all the other arches. 
The width of abutment is then to be 
found by the last formula. 

This last formula is agreeable to the 
experiments of Rondelet on models; that 
for limiting eqttilibrium a7id for the 
same span, the loidths of the abutments 
of domes, cloistered arches, cylindrical 
arches, and groiiied arches are as the 
numbers, 1, 3, 4 and 6. 



CHAPTER IV. 

DOMES OP MASONRY. 

70. The soffit of the dome will be sup- 
posed to be generated by revolving a 
curve about the vertical line representing 
the rise of the arch called the axis, so 




Fig. 20 

that every horizontal section of the soffit 
is a circle. The extrados may be gener- 
ated by revolving a similar curve or any 
other figure about the axis similarly for 
the upper limit of the backing. If we 
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pass two meridian planes, making a smaU 
angle, ^, with each other, through the 
axi«, we cut from the dome and backing 
if any, a solid FC, Fig. 20, being a part 
of a wedge-shaped figure whose soffit is 
a portion of a lunCy when the generating 
curve is an arc of a circle. This solid, 
for want of a better name, we shall call 
a lune solid. 

Now pass conical joints, perpendicular 
to the soffit, at certain distances apart; 
the part of the dome proper, as DE, 
lying between any two conical joints, 
will be called a crown. 

It is proper first to examine the con- 
ditions of equilibrium of such a crown; 
which can moreover form the superior 
part of a dome open above. 

There are developed in these crowns 
horizontal pressures g, q^ whose direc- 
tions are normal to the joints of the 
crown, and more intense in the upper 
than in the lower crowns. 

When we afterwards consider the lune 
solid, CF, limited by meridian phmej, it 
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is necessary to combine the two forces 
q^ q into a single horizontal force Q, 
acting outwards. It is necessary in all 
cases that the horizontal thrast at the 
upper joint may be null. 

This is evident for an open dome; for 
the dome closed at top, which is only a 
particular case of the open dome, it se- 
sults from the fact, that the surface of 
the joint at the summit reduces to a line, 
which cannot support a finite pressure.* 

71. Let Fig. 21 represent a lune solid 
of the open dome considered, and let P, 
P.^, P„ P^, laid off in order on the verti- 
cal line PjPo represent the weights of 
voussoirs 1, 2, 3, 4, respectively, with 
their loads. Let us assume, for the 
present, that the forces q^ g, of the pre- 
ceding figure act at the centres of the 
voussoirs; so that the forces Q^, Q,, . . , 

♦ Dr. Scheffler, in his " Theorie der Gewolbe " (1867,) 
also, a French translation, *' Theorie des Voutes," states 
that previous authors (Navier, Rondelet) have treated the 
lone solids as simple arches. I infer that Dr. Scheffler 
himself is the first who has introduced the forces q above 
aad given a more rational theory. 
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act through the centres of their corre- 
sponding TousaoiiB, 1, 3, ... , and hori- 
zontally to the left in Fig, 21. 



Now the horizontal thrust at joint o is 
null. The weight P, of the first voubsoLi- 
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and load, acts through a and does not 
meet joint 1, so that there is no stability 
unless the "crown" including this vous- 
soir, in tending to fall, exerts a horizontal 
pressure. The resultant Q, of the press- 
ures exerted on both sides of voussoir 1 
should be so great that when combined 
with P„ the resultant shall cut the joint 
to which it refers, and make with the 
normal to this joint an angle not less 
than the angle of friction. These two 
conditions hold for every joint. If no 
joints open the resultants will lie in the 
middle third. Therefore, if Q^ be made 
so large that a line drawn through « |t S^ 
the resultant of P^ and Q^, satisfies the 
above conditions, the point where it cuts 
joint 1 may be regarded as a possible 
centre of pressure. 

If the above conditions are not satis- 
fied for an assumed value of Q^, Q^ must 
be increased. 

Now extend the line through a^ just 
drawn, to intersection with the vertical 
through the centre of gravity of the sec- 
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ond voussoir and load, whose weight is P, ; 
from this point draw a parallel to E,, the 
resultant of S, and P„ and extend it up- 
wards to intersection b^ with the horizon- 
tal through the centre of the second 
voussoir along which Q, acts. On draw- 
ing through b a line to some point on 
joint 2 ; a parallel to it, in the force dia- 
gram, gives Sj, and cuts ofE Q,, as shown 
in the figure. As before, if S, does not 
make an angle with the normal to joint 
2 less than the angle of friction, Q, must 
be increased and the line tli rough b made 
parallel to S, thus found. Similarly we 
proceed for other joints, until finally we 
get to a joint, as 3, below which no more 
forces of the type Q are needed to pre- 
vent the resultants on succeeding joints 
from falling beloiu certain limits. The 
part of the lune solid below joint 3, 
called the ^^ joint of rupture,^^ thus acts 
as any simple arch; therefore we deter- 
mine the resultant on joint 4 by combin- 
ing S, and P^ — I. e. , by drawing through 
d a parallel to R^ of the force diagram, 
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the resultant on joint 4, to intersection 
with that joint. 

Similarly, if we combine the resultant 
S, on joint 3 with the weight of the en- 
tire abutment, we find the centre of 
pressure on joint 5, which should lie 
within the middle third. 
• 72. It is evident from the foregoing 
that an infinite number of equilibrium 
polygons can be drawn, all satisfying the 
conditions stated, so that it seems impos- 
sible to select the true one. Some of the 
indetermination, however, can be re- 
moved, by considering the elastic yielding 
of the dome. Thus, since the voussoirs 
are compressible, and if, as is usual, the 
actual resultant on the springing joint 
passes to the left of the centre, the outer 
edge is most compressed, and to allow 
this the haunches must spread and the 
top of the arch descend, so that about 
joint 3, the centre of pressure passes be- 
low and at the top, above the centre line. 
This is all the more evident if the spring- 
ing joint opens at the inner edge. This 
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view will be illustrated by an example in 
Art. 82. 

As a modification of the above hypoth- 
esis, we may assume that the resultants 
S„ S,, . . . , are tangent to the centre 
line, from the crown to the joint of rup- 
ture. It will be found that this involves 
raising Q„ Q„ . . . . slightly above the 
centres of the voussoirs. The construc- 
tion is much simplified by this assump- 
tion, which will be illustrated more fully 
in Art. 77. 

73. From the definition of Art. 70, and 
a plan of a voussoir bounded by the two 
meridian planes whose included angle in 
arc is ^, and which is solicited by the 
two horizontal forces q^ q, (acting per- 
pendicular to its vertical faces), whose 
resultant is Q, we have, 

iQ = 5' sin. ^tp. 

If a = half span, and s = horizontal 
width of voussoir at the springing, then 
atp = s. When the angle tp is small, i.e.9 
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when € is made small enough, we have 
from the above equation, 

Q «n 

^ = ^ = 7^' 

from which q^^ $',••• can be computed, 
as soon as Q^, Q„ are found by the con- 
struction above. 

NUMERICAL EXAMPLE. 

74. Let us take the half span (Fig. 21) equal 
to 9.42 units, the depth of arch ring 0.94; and 
let the inclined line fg limit the load, the point 
/ being 12.24 above the centre e of the soffit, and 
g, 1.98 lower than /. The radius fk = 1.86. 
Now divide the horizontal hk into six parts, 
each 1.26 wide, in place of three as before; drop 
verticals through the points of division, and 
from their intersection with the extrados draw 
the joints to 6. We shall suppose approxi- 
mately that the figures so formed are trapezoids, 
whose area equals the mean height multiplied 
by the width. 

The volume of a voussoir and load can be ex- 
actly determined by the theorem of Pappus : 

77i€ volume of a solid of revolution is equal to 
the product of the area of the generating surfcice 
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and the distance described by its centre of grav- 
ity while generating the body. 

Let X = distance from axis ef to the medial 
vertical of a trapezoid, 

. . volume of trapezoidal solid = 

Axtl^ = A — f 
a 

where A = area of trapezoid and a = radius e4. 

Take * = 1 for simplicity. The thickness of 
voussoir at the springing = B selected is imma- 
terial except in finding q, since multiplying the 
weights of voussoirs and abutments by the same 
quantity does not change their ratios. 

In the following table, column (1) refers to 
joint, column (2) gives the height of the trape- 
zoidal solid, column (3) its width, column (4) 

X 

its thickness = — , and column (5) their product 
representing the forces Pi, Pa, , . . 



(1) 


(2) 


(3) 


(4) 


Pi 


(5) 


1 


2.65 


1.26 


.25 


0.83 


2 


2.83 


1.26 


.38 


P. 


1.35 


3 


3.23 


1.26 


.50 


i P» 


2.03 


4 


3.92 


1.26 


.63 


P4 


3.11 


5 


5.03 


1.26 


.76 


P5 


4.82 


6 


7.05 


1.26 


.89 


P. 


7.90 


7 


10.99 


0.94 


1.00 


Pt 

1 


10.33 
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The construction is now proceeded with ex- 
actly as described for Fig. 21, which is in fact 
4i drawing to these dimensions. 

The induced forces Qi, Q«, . . . , were con- 
ceived to pass through the centres of the vous- 
«oirs. The resultants Si, Sa, . . . , on the joints 
were made first to pass through the lower middle 
third limits, and afterwards through the centres 
of those joints. In both cases the joint marked 3 
in Fig. 21, was the joint of rupture; the result- 
ant on the springing joint, in the first instance, 
coinciding with the resultant as drawn in Fig. 
!21 ; in the last case passing nearly through the 
cxtrados. The total horizontal thrust in the 
first case = 7.75; in the last, 8.13. If we take 
the width of abutment at 3, its height above the 
springing 10.99, its depth below it 7.01 ; its 

10 92 
mean thickness is ^' = 1.1, and its total 

volume, including a part of the arch is 3x18 X 
1.1 = 59.4; which combined with the resultant 
Sfl on the joint marked 3 in Fig. 21, cuts the 
base, for the first case noted above, only 0.05 
outside of the middle third, in the last case 0.18 
outside. 

The force Qa = 2.3 is the largest of the forces 
Qi, Qa . . . , whence by Art. 94, 

q = — Q, = 9.9 X 2.3 = 22.77 cubic units 
e 
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of stone. The force q acts on an area of 1.23 
square units. There is evidently no danger of 
crushing from the horizontal thrust around the 
second crown from the top, as stone will bear on 
a square unit a pillar of a square unit section 
and several thousand units high. Similarly for 
resultants on all the joints. We conclude that 
with the backing used and by increasing the 
depth of arch ring at the springing about one- 
third, the arch will be stable. 

FORMULAS FOR VOLUME. 

75. When the soffit and exterior Sur- 
face of the dome are both surfaces of 
spheres having the same centre, the vol- 
umes of the voussoirs are easily obtained. 
Thus, by geometry, the area of the zone 
formed by revolving an arc as rs (Fig. 22) 
about the axis ac is equal to the altitude 
h of rs multiplied by 2;rr, r being the 
radius as of the sphere. Pass now two 
meridian planes through ac, whose in- 
cluded angle is — of a circumference. 
° n 

The part of the zone included between 
them has an area ■ so that the pyra- 
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mid formed on this base with a vertex at a, 

has a volume — ^^ — . 

dn 

Similarly the pyramid having the part 

of the zone represented by ^t; as a base, 

has a volume, — ^r where r' == radius at 

Sn 

and h' = altitude of arc tv. Therefore 

the volume of the voussoir rstv included 

between the meridian planes and the 

conical joints rv and st is, 



6)1 ^ ' 



where r and h are the radius arid altitude 
of the exterior arc, r' and h! of the inte- 
rior. If the altitudes of the type h are 
made equal in successive arcs, the values 
A' will all be equal. This can be shown 
as follows : Draw horizontal lines through 
r and v, Fig. 22, and drop verticals h and 
In! from s and t to them, and call the 
chords TB and vt^ c and c\ .* . from similar 
triaugles, 
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----- • A'--A 



. * . When h is constant for successive arcs 
of the extrados, h' is similarly constant 
for the corresponding arcs of the intrados. 
Similarly the centre line of the arch ring 
will be divided into arcs of the same alti- 
tude when h is constant — and conversely. 

It follows, that if de, Fig. 22, repre- 
sents the centre line of part of a lune 
solid, having exterior and interior radii 
r and r\ if d is projected on tlie axis at c 
and c at Z>; also if be is divided into equal 
parts, and horizontals are drawn through 
the points of division to intersection with 
arc de^ the normal joints being passed 
through these intersections, then by the 
formula above, the voussoirs so formed 
are all equal in volume. 

76. Let us refer again to the inner 
dome de (Fig. 22). 

If we pass horizontal planes midway 
between the horizontals first drawn, also 
pass conical joints through their intersec- 



S'e] 
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tion with the centre line de^ we divide the 
previous voussoirs exactly in half, so that 
the centres of gravity of the first voussoirs 
lie on these supposed intermediate coni- 
cal joints. They also lie nearly on the 
centre line de, and the error of so regard- 
ing them can he made as small as we 
choose by sufficiently diminishing tf), the 
angle included between the two meridian 
planes and the height of the voussoir. 

The centres of gravity of the voussoirs 
will therefore be assumed to be on the 
centre line of the elevation of the medial 
meridian section de^ at the intersections 
of the horizontals drawn midway between 
the first horizontals drawn that divide he 
into equal parts. 

DOME OF TWO SHELLS WITH LANTERN. 

77. Fig. 22 represents a meridian sec- 
tion of the Church of St. Peter at Rome. 
The dimensions given by Scheffler, tis 1 
understand them,* are as follows : 



* I have used the dlmensionsi given in his Tables, which 
differ, in some respects, from those in the text. 
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The radius of the soffit is 72 feet, and 
of the outer surface, as = 83.8. At 31 
feet above the springing, the structure is 
composed of two domes, the outer having 
a thickness of 2.6 feet, the inner being 
4.1 thick at d and 5.1 at e, so that the 
centre line de is described from a centre 
slightly below a on the vertical ac pro- 
duced. The dome has an opening at top 
12.4 radius, and the lantern supported at 
the top is equivalent in weight to a block 
of stone 2.1 X 56.6, of which the outer 
shell supports one-third and the inner 
two-thirds. The first voussoir at the top, 
in both shells, is made 2.1, horizontal 
width ; the altitude of the centre line, 
be J for the part de, is then divided into 8 
equal parts and the joints drawn as in the 
figure, a similar construction applying to 
the outer shell. The part below the two 
shells is similarly divided into d equal 
parts. Applying the formula just de- 
duced in Art. 75, measuring the altitudes 
on a drawing to a scale of 4 feet to the 
inch, we find the volumes of the voussoirs 
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like rstVj ^— 28696, the voussoirs of the 

outer shell, — 3957, except the top one, 

whose volume is -- 359 cubic feet. The 

volume of the top voussoir of the inner 

shell is T- 501 cubic feet. The voussoirs 
dn 

2 to 9 of the inner shell, were each, in 

turn, assumed to have an outer surface 

concentric with the soffit, of radiuvs equal 

to the mean radius of tlie outer surface 

for the voussoir considered, i.e., equal to 

72 + mean thickness in feet of voussoir. 

We thus find the volumes of voussoirs 

2 to 9 equal to tlie constant - -multiplied 

in turn by 4695, 4805, 4915, 5000, 5124, 
5206, 5267 and 5400. 

The volume of the lantern, by the law 
of Pappus (Art. 74) = 2.1 x 56.6 x 

— — =-7- 4794, one- third of whicli 

n 3/i 

is added to the volume of voussoir 1 of 
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outer shell and two- thirds to that of vous- 
soir 1 of the inner shell. The part fgh^ 
10.3 wide and 23.7 high, has a volume, 

10.3 X 23.7 X i!^2<^l-5- = I? 56500. 

n on 

This part has not the full width of the 
bottom voussoirs as drawn in the figure. 

TENSION IN IRON BANDS. THRUSTS. 

78. We now lay off on vertical lines 

the weights just found, omitting the com- 

2;r 
mon constant -^r-, 

6n 

The loads affecting the outer shell are 
laid off to its left ; those pertaining to 
the inner shell are not shown in the 
figure. 

To be on the safe side, we shall assume 
that the resultants on the joints from the 
summit to the joint of rupture are tan- 
gent to the centre line of the ring. Thus 
for the outer shell, draw through the 
points 1, 2, . . . , of the force line, par- 
allels to tangents to the centre line at 
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joints 1, 2, ... (or ± to radii). These 
lines cut off successive distances on the 
horizontal through o, equal to the radial 
forces Q„ Qa, . . . exerted by the suc- 
cessive crowns 1, 2, . . . 

We find that below joint 6 there is no 
longer a radial force needed; so that be- 
low that joint the curve of resistance is 
continued to joint 9 as in a simple arch. 

Similar results were found for the 
inne» shell. The centres of pressure on 
joints 9 of the outer and inner shells are 
at the outer middle third limit for the 
outer shell, and slightly above the centre 
line for the inner shell. This necessi- 
tates spreading about joints 6, so that tlie 
centre of pressure there is below the 
centre line, hence the actual horizontal 
thrust is less than estimated, as stated 
above. 

Now combining the resultants at joint 9 
into one, its position being found by mo- 
ments, and laying off x9 equal and paral- 
lel to it, we continue the line of resistance 
as per dotted line to joint hg, Tlie sue- 
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cessive volumes of voussoirs are laid off 
on the force line 9 ... 13. This second 
force diagram is drawn to a smaller scale 
tlian the preceding. 

70. At joint hg the centre of pressure 
passes outside the joint, so that the dome 
cannot be regarded as sufficiently stable 
in itself. If rotation occurs, the line of 
resistance would approach the extrados 
at the summit, the intrados at the joints 
of rupture, and the extrados at joint Jig. 

By encircling the dome just above or 
below the springing by a band of iron of 
sufficient cross section, stability may be 
assured. 

The total horizontal thrust of the lune 

solid (being -^ X the horizontal compo- 



nent of .^9) is 

Q = 39600 -^ = 13200^ 

cubic feet of stone = 924^ tons, if we 
put the weight of a cubic foot of stone at 
157 lbs. = .07 ton. 
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If this is to be entirely destroyed by 
the iron band, so that the resultants be- 
low the springing will all be vertical, we 
have the tension in the band by Art. 73, 
when tf) is small, 

Q 

q — ^^ 924 tons. 

Now iron, exposed to a dead stress 
alone, may safely be subjected to a stress 
of 7| tons per square inch ; so that the 
bar may have a cross section of 123 
square inches. 

If the iron stretches y^^tt? ^^ i^s length 
for every ton per square inch, the ring 
whose diameter is 168 feet will elongate 
0.33 feet, so tliat the diameter is in- 
creased 0.04 feet. There will conse- 
quently be a slight deformation of the 
arch ; in consequence, the top of the 
abutment moves slightly outwards, and 
the pressure on its base is not generally 
vertical; i.e., the iron band has not to- 
tally destroyed the horizontal thrust. 

A similar effect follows from a rise of 
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temperatare, the reverse for a fall; for 
tbe temperature of the iron will suffer 
greater deviations from the mean than 
the masonry. This result is modified 
again by the different coefficients of ex- 
pansion of stone and iron; granite and 
marble expanding less than iron, sand- 
stone, more. 

There is no necessity in the voussoir 
dome for additional hoops below the first, 
unless the first is too small to destroy tlie 
outward thrust. The problem is then 
really indeterminate of ascertaining the 
precise amounts of the stresses sustained 
by the several hoops. The one nearest the 
joint of rupture of course will sustain by 
far the greatest part ; the hoops, at joints 
where no spreading would occur, if they 
were not applied, not sustaining any. It 
would seem best to make these hoops of 
steel as it does not stretch as much as 
iron. Wire cables with a means of tight- 
ening would be especially convenient. 

80. We see that the thrust of the type 
Q is greatest on voussoirs 1 of both shells. 
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Th.a8 for outer shell, 



Q, = 16900^=5633^; 



and for the inner shell, Q^ 6000 ^, 

which multiplied by .07 give the thrusts 

in tons. By Art. 73, we have q =-j^ot 

394 tons and 420 tons respectively. Now 
voussoir 1 of outer shell has a lateral area 
of 6 square feet; the lower voussoir 1, an 
area of 10.45 square feet, so that the 
pressures per square foot are G6 and 40 
tons respectively, which good stone can 
stand easily. 

The thrusts Q, of both shells is prob- 
ablv less than assumed, for tlie force dia- 
grams indicate a small value for Q^ — in 
fact, for the lower shell Q^ nearly vanish- 
es — but the compression around the ring 
of the first crown would necessarily bring 
the second more in action thereby increas- 
ing its thrust. The tendency then is to 
equalize more nearly the values of the 
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thrusts Q„ Q„ . . . than as given by our 
construction. . 

81. It is evident that the greatest econ- 
omy is subserved, by the employment 
of one or more thin domes to a short dis- 
tance below the joint of rupture, as is the 
practice generally in large domes. One 
shell would suffice if the weight of lan- 
tern (if any) could be carried by it; 
otherwise two or more should be used. 

The abutment below joint hg is coun- 
terforted so as to present a greater width 
than shown in the figure. The introduc- 
tion of the hoop of course prevents any 
movement in it, so that the stability of 
the whole structure is assured. 

DOME WITHOUT LANTERN. — SUGGES- 
TION. 

82. We shall give now the s})herical 
dome closed at top to illustrate the other 
view taken in Art. 72 of the position of 
the line of resistance, besides other points 
not noticed before. This dome, Fig. 23, 
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has a thickness of one-fifteenth the span, 
and is supposed to have immovable abut- 
ments. 




Divide the altitude of the centre line 
of the ring into eight equal parts, draw 
horizontals, &c., as before. The lune 
solid is thus divided into eight equal 
parts which lay off on the force line 
. . . 8. 

Now a dome of this kind only fails by 
rotating about the outer edges of joints 
at the crown and abutment, and the 
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inner edges aboat joint 4 ; each lune solid 
separating from the others and acting as 
a simple arch. It cannot fail by the 
haunches falling in. 

For a dome then of small stability, the 
line of the centres of pressures passes 
nearly through the top, the intrados edge 
at joint 4, and the outer edge at joint 8. 

For a dome of greater stability its 
position depends upon the amount of 
spreading at the haunches, and the con- 
sequent rocking at joint 8. If a line of 
resistance can just be inscribed in certain 
limits, equally distant from the centre, 
then it is probable, from a consideration 
of the way in which an arch settles, that 
the actual resistance line nearly touches 
these limiting curves towards the ex tra- 
des side at the top and abutment, and 
next the intrados side at the joint of 
rupture. 

For example, take the middle third 
limits and draw an arc of a circle through 
the upper limit at the summit and the 
lower limit at joint 4 with a centre c anr! 
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assume that this arc coincides with the 
line of resistance a certain distance from 
the top, the resultants being tangent to 
it. 

Then at some joint as 2 continue the- 
resistance line down to the springing 
with the horizontal thrust found at 2. If 
the line so found does not keep within 
the middle third, let it be commenced at 
another joint, until one is found that will 
satisfy the conditions if possible. On di- 
viding voussoir 2 into four others, it was 
found that a line of resistance, continued 
as for a simple arch, from where the arc 
above cuts the upper joint of voussoir 1|-, 
keeps almost entirely in the middle third, 
as shown by the dotted line : cutting 
joints 4 and 5 nearly at the lower limits 
and joint 8 at the outer limit. 

83. In case no such line can be found, 
the radial depth of arch ring must be in- 
creased until the requirement obtains. 
Where only one such line can be found, 
the true centres of pressure are doubtless 
slightly outside the limiting curves at 
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joints 4 and 8, as in the case of a cylin- 
drical arch.* 

The simple arch is found to begin 
slightly below joint 1 when the upper mid- 
dle third limit is assumed as the resistance 
line above it. Where the centre line of 
the arch ring is assumed for the upper 
curve, the horizontal thrust becomes con- 
stant, and simple arch action begins 
lower down, between joints 3 and 4 (Art. 
78), so that much less of the dome acts 
as a simple arch in this case. 

The true resistance line, even for im- 
movable abutments, depends upon the 
cutting of the stones as well Jis the elastic 
jdelding of the dome, and prol)ably lies 
between the two given by the above con- 
struction and that of Art. 78. If domes 
are designed then on both hypotheses, so 
that the resistance line can just be con- 
tained within the middle third, a mean 



* See Prof. Bddy's ''New Conatractions in Graphical 
Statics, ^^ p. 60, for a direct method of locating the resist- 
ance line to. satisfy certain conditions. 



175 [§83 

of the results should give a good working 
value to the thickness. 

In the example above, if we divide 
voussoir 1 into four equal ones, we find 
that the circumferential thrusts per 
square unit on each crown going from 
the top are proportional to 2.5, 2.3, 1.9, 
and 1.8 respectively, so that the unit 
stresses decrease going from the summit. 

With a heavy lantern a very small 
crown of voussoirs next the summit ex- 
erts a comparatively large thrust ; so thut 
the upper crown is compressed sufficiently 
to bring the next crown more in action, 
and so on down. In this case, the point 
of the force line (Fig. 23) is moved up- 
wards, and since the inclined thrusts 
above the joint of rupture do not change 
direction, the joint of rupture is much 
higher than when there is no lantern. 
The reverse happens when weight is re- 
moved from the top, as in the case of the 
open dome, so that the lantern with the 
open dome may have the joint of rupture 
near the usual position. 
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CONCRETE DOME. 

84. The case of the cojicrete dom^ is 
nearly similar to that of the metal one. 
Rankine, in his '* Applied Mechanics," 
p. 267, has given formulas for immediate 
use in practice, for both the spherical 
and conical domes. 

Graphically, the joint of rupture is ob- 
tained as in Fig. 22 (Art. 75); then on 
continuing to draw resultants perpendic- 
ular to the radii at joints '5, 6, 7, ... , 
through the points 5, 6, 7, . . . , of the 
load line, they will be found to cut off 
less and less distances on the horizon- 
tal through 0, The total horizontal thrust 
diminishes to zero at the abutment, 
where the tangent is vertical. The forces 
of the type Q act on the voussoir out- 
wards and thus give rise to tensile cir- 
cumferential stresses of the value §' = Q 
-^ tp (Art. 73). 

If the concrete is not strong enough to 
resist the full amount of this tension, it 
can readily be reinforced by steel chains 
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or cables enclosed in the successive 
" crowns " below the joint of rupture. 




Fig. 24 



CONICAL DOME. 



85. Let Fig. 24 represent a meridian 
section of a conical dome open at top. 
Divide the altitude cd into (eiglit) equal 
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parts, and pass horizontal planes through 
the points of division giving the joints 
1, 2, . . . Midway betvtreen these joints 
draw the horizontal radii of the centre 
line shown by the dotted lines. If we 
call the horizontal thickness of the ring 
ah = /, the vertical distance between any 
two joints hy and the mean radius of the 
centre line between these joints by r, we 
have for the volume of the voussoir in- 
cluded between the two joints and two 
meridian planes, making an angle tf) with 
each other, 

according to the law of Pappus. 

The weights of the successive voussoirs 
vary therefore as r. Therefore lay off on 
the vertieal force line, ... 8 success- 
ive distances, proportional to the dotted 
radii, beginning with the first voussoir. 
The lin^ ef cuts off one-fourth of these 
radii counting from ccL 

Next draw the line OQ' \\~Fg and pass 
horizontals through the points 1, 2, . . , 
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of the force line. If the resultants on 
the joints are assumed to coincide with, 
or be parallel to the centre line, the hypo- 
thenuses of the triangles just formed 
represent the stresses on the joints. 
Thus 06' is proportional to the stress on 
joint 6, and 66' — 55'= horizontal radial 
force Q exerted by the sixth ring from 
which the ring compression q = Q -hip 
can be found. Similarly for the other 
rings or crowns. 

In order that the centres of pressure 
fall on the centre line all the way down 
to the base, it is necessary that the drum 
on which the base rests can resist the 
total horizontal radial thrust at the base, 
as the resultant there must act parallel 
to bg and have a vertical component equal 
to the weight of the lune solid considered. 

86. The least horizontal thrust, con- 
sistent with no joints opening, may be 
found as follows : 

Assume the centres of gravity of the 
voussoirs to lie on the centre line midway 
between the joints. Then combine the 
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thrust at joint 6, 06' (as found above), 
supposed to act at the exterior middle 
third limit, with the weight of voussoirs 
below it ; if the resultant, 08', strikes 
the base at the inner limit, the horizontal 
thrust, 66' = 88', is a minimum in order 
that no joints open. In the above figure 
it was found, on a second trial, that at 
joint 6|- the horizontal thrust first became 
constant, so that the part of the dome be- 
low it exerted no cirumferential thrust.* 
The part below joint 6^ thus acts as a 
simple arch. If the drum gives slightly 
the true thrust is doubtless found between 
the two limits. If the drum cannot resist 
the horizontal thrust proportional to 66', 
the resistance line will approach the ex- 
trados just above joint 6 and the intrados 
at the base; at the same time the low- 
est "crown" spreads and meridian joints 
open at the base if it cannot resist ten- 
sion. The horizontal radial thrust is 

* In Prof. H. T. Eddy's ' New Constructions in Graph- 
ical Statics," a direct method is substituted for this tenta- 
tive one. 
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now less than 66' and becomes less as the 
drum gives still farther, until finally the 
resistance line nearly touches the contour 
lines and the lower part of the dome, 
acting as a series of isolated arches, falls, 
followed by the upper portion. 

The metal dome, or the one of con- 
crete, is investigated as in Art. 85. It 
is better, in both cases, that the lower 
ring should be strong enough to furnish 
all the tension needed, so that the drum 
be subjecj;ed only to vertical forces. 

When the dome is surmounted by a 
lantern, the proportionate weight is laid 
off vertically above o, Fig. 24, and the 
construction is proceeded with as before. 
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With Chapters on Engine and Boiler Testing; 
Including a Table of Piston Constants compiled by 
W. H. Fowler. 12mo, cloth. 125 illustrations 2 00 

DERR (W. li.). Block Signal Operation. A Practical 
Manual. Oblong, cloth 1 50 

DIXON (D. B.). The Machinist's and Steam Engineer's 
Practical Calculator. A Compilation of Useful Rules 
and Problems arithmetically solved, together with 
General Information applicable to Shop-Tools, Mill- 
Gearing, Pulleys and Shafts, Steam-Boilers and 
Engines. Embracing valuable Tables and Instruc- 
tion in Screw- cutting, Valve and Link Motion, etc. 
16mo, full morocco, pocket form 1 25 

DODD (G1- O ). Di-^tionary of Manufactures, Mining, 
Machinery, and the Industrial Arts. 12mo, cloth ... 1 50 

DORR (B. F ). The Surveyor's Guide and Pocket 
Table Book. 18mo, morocco flaps. Third edition.. . 2 00 

DRAPER (C. H.)* An Elementary Text Book of 
Light, Heat and Sound, with Numerous Examples. 
Fourth edition. 12mo. clotn. Illustrated 100 

Heat wad the Prindplefl of Thermo>D7Damlc8. ^ 
With many illustrations and numerical examples. 
lSmo.olot& 160 
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I>U»OIS (A. J.). The New Method of Graphic 

Statics. With 60 illustrations. 8vo, cloth 1 50 

£I>nY (Prof. H. T.). Researches in Oraphical 
Siatlcs. Embracing New Constructions in Graphi- 
cal Statics, a New General Method in Graphical 
Statics, and the Theory of Internal Stress in Graphi- 
cal Statica 8vo,cloth 160 

Maximum Stresses under Concentrated Loads. 

Treated graphically. Illustrated. 8vo, cloth 1 60 

EISSLEB (M.). The Metallurgy of Gold ; a Practical 
Treatise on the Metallurgical Treatment of Gold- 
Beat ing Ores, including the Processes of Concentra- 
tion and Chlorination, and the Assaying, Melting 
8Dd Refining of Gold. Fourth Edition, revised and 
greatly enlarged. 187 illustrations. 12mo, cloth 5 00 

The Metallurgy of Silver ; a Practical Treatise on 
the Amalgamation, Roasting cmd Lizlvation of Silver 
Ores, including the Assaying, Melting and Refining 
of Silver Bullion. 124 illustrations. Second edition, 
enlarged, 12mo, cloth 400 

—The Metallurgy of Argentiferous Lead : a Practi- 
cal Treatise on the Smelting of Silver Lead Ores and 
the Refining of Lead Bullion. Including Reports 
on Various Smelting Establishments and Descrip 
tions of Modem Smelting Furnaces and Plants in 
Europe and America. With 183 illustrations. 8vo, 
cloth 500 



Cyanide Process for the Extraction of Gold and 



its Practical Api)lication on the W itwatersrand Gold 
Fields in South Africa. Second edition. Enlarged. 
8vo, cloth. Illustrations and folding plates 8 00 

A Hand-book on Modern Explosives, being a 
Practical Treatise on the Marufacture and use of 
Dynamite, Gun Cotton, Nitro-Glycerine and other 
Explosive Compounds, including the manufacture 
of Collodion-Cotton, with chapters on explosives in 
practical application. Second edition, enlarged with 
160 illustrations. 12mo, cloth 6 00 

SEilOT (O. W.)f and STOBEB (F. H.)* A compen- 
dious Manual of Qualitative Chemical Analysis. 
Revised with the co-operation of the authors, by 
Prof. William R. Nichols. Illustrated. Nineteentn 
edition, newly revised by Prof. W. B, Lindsay, 12mo. 
eloih. tM 
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KlXICrr (MmJ* GEO. H.). European Ligfat-HouaD 
Systenw. Being a Beport of a Tour of Inspection 
made in 1878. 51 engravings and 21 woodcuts. 8to, 
doth 600 

SIXISOH, (LEWIS ]».)• Practical Application of 
the Indicator. With reference to the adjustment of 
Valve Gear on all styles of Engines. Second edition, 
revised. 8vo. cloth, 100 illustrations 3 00 

EVERETT (J. D.). Elementaiy Textbook of 
Physics. Illustrated. Seventh edition 12mo, doth 1 80 

EWINO (Prof. A. J.). The Magnetic Induction in 
Iron and other metals. 159 illustrations. 8vo, cloth 4 00 

FANNING (J. T.). A Practical Treatise on Hydrau- 
lic and Water-Supply Engineering. Relating to the 
Hydrology, Hydro-dvnamics, and Practical Con- 
struction of water- Works in North America. 180 
illustrations. 8vo, cloth. Fourteenth edition, revis- 
ed, enlarged, and new tables and illustrations 
added. 650 pages 6 00 

FISH (J. C. Ii.>. Lettering of Working Drawings. 
Thirteen plates, with descriptive text. Oblong, 
9xl2Vi, boards 100 

FISKE (liieut. BRADLEY A., U. S. N.). Electric- 
ity in Theory and Practices or, The Elements of 
Electrical Engineering. Eighth edition. 8vo, cloUi 2 50 

FISH KR (H. K. C. and DARBT, W. C). Students' 
Guide to Submarine Cable Testing. 8vo, cloth 2 60 

FISHKR (W. C). The Potentiometer and its Ad- 
juncts. 8vo,cloth 2 25 

FLKISCHMANN (W.). The Book of the Dairy. A 
Manual of the Science and Practice of Dairy Work. 
Translated from the German, by C. M. Aikman and 
B. Patrick Wright. 8vo, cloth 4 00 

FI«E1IIING (Prof. J. A.). The Alternate Current 
Transformer in Theory and Practice. Vol. 1— The 
Induction of Electric Currents; 611 pages. New edi- 
tion. Illustrated. 8vo, cloth 6 00 

Vol. 2. The Utilization of Induced Currents. Illus- 
trated. 8vo, doth 6 00 

Electric Lamps and Electric Lighting. Being a 
course of four lectures delivered at the Rojal Insti- 
tution, April>May, 1804. 8vo, cloth, fully illustrated 8 00 
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XXEMINO (Prof. J. A.)- Electrical Laboratoiy 
Notes and Forms, Elementary and advanced. 4to, 
doth, UluBtrated 6 00 

FOIiBY (N£LSON), and THOS. PBAT. Jr. The 

Mechanical Engineers' Beferfuce Book for Machine 
and Boiler Construction, in '^ parts. Part 1— General 
Engineering Data. Part 2— Boiler Construction. 
With fifty-one plates and numerous illustrations, 
specially drawn for this work. Folio, half mor . ...26 00 

VOBNEY (MATTHIAS N.). C!atechlsm of the Loco- 
motive. Second edition, revised and enlarged. 
Forty-sixth thousand. 8vo, cloth 3 60 

FOSTER (Oen. J. O., U. S. A.). Submarine Blasting 
in Boston Harbor, Massachusetts. Removal of 
Tower and Corwin Bocks. Dlustrated with 7 plates. 
4to, doth 8 60 

FOSTER (H. A.). Electrical Engineers' Pocket Book . 
1000 pages with the collaboration of Eminent 
Specialists (In press) 

FOSTER (JAMES). Treatise on the Evaporation 
on Saccharine, Chemical and other Liquids by the 
Multiple System in Vacuum and Open Air. Second 
edition. Diagrams and large plates. 8vo, cloth 7 50 

FOWLER. Mechanical Engineers' Pocket Book for 
1900 . 100 

FOX (WM.), and C. W. THOMAS, M. E. A 

Practical Course in Mechanical Drawing. 12mo, 
cloth with plates 1 25 

FRANCIS (J AS. B., C. E.). Lowell Hydraulic 
Experiments. Being a selection from experiments 
on Hydraulic Motors, on the Flow of Water over 
Weirs, in open Cdnals of uniform rectangular 
section, and through submerged Orifices and 
diverging Tubes. Made at Lowell, Mass. Fourth 
edition, revised and enlarged, with many new experi- 
ments, and illustrated with 23 copper-plate engrav- 
ings. 4to,doth 16 00 

FROST (GEO. H.). Engineer's Field Book. Br C. 
B. Croiw. To which are added seven chapters on Kail- 
road Locadoii and Construction. Fourth edition. 
StaUHdotli 100 
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FULLER (GEORGE W.). Report on the Investiga- 
tionH into the Purification of the Ohio River Water 
at Louisville, Kentucky, made to the President and 
Directors of the Louisville Water Company. Pub 
llshed under agreement with the Directors. 4to, 
cloth. 8 full page plates net 10 00 

GEIPEIi (WM.), and KII.GOUB, OH. H.) A 

Pocketbook of Electrical Engineering Formula. Il- 
lustrated. 18mo, morocco 8 00 

Large paper edition, wide margins. Svo, morooo, 
gUt edges. 5 00 

GEBBER (NICHOIiAS). Chemical and Physical 
Analysis of Milk, Condensed Milk and Infant's Milk- 
Food. 8vo,cloth 186 

GIBBS (WILIilAM K.). Lighting by Acetylene, Gen- 
erators, Burners and Electric Furnaces. With 66 
illustrations. Second edition revised. 12mo, doth. . 1 60 

GILLBIOBE (GEN. Q. A.)* Treatise on Lhnes, Hy- 
raulic Cements, and Mortars. Papers on Practical 
Engineering, United States Engineer Department, 
No. 0, containing Reports of numerous Experiments 
conducted in New York Cltyduring the years of 1858 
to 1861, inclusive. With numerous illustrations. 8vo 
cloth 400 

Practical Treatise on the Construction of Roads. 

Streets, and Pavements, with 70 illustrations. 12mo, 
cloth 800 

Report on Strength of Buildiiig Stones in the 

United States, etc. 8vo, illustrateacloth 1 00 

GOLDIXG (HENBT A.). The Theta-Phi Diagram. 
Practically applied to Steam, Qas, Oil and Au* En- 
gines. 12mo, cloth. Illustrated net 1 25 

GOODETE (T. M.)* A Text-Book on the Steam En- 

g'me. With a Supplement on Gas-Engines. Twelfth 
dition, enlarged. 143 illustrations. 12mo, cloth. . . S 00 

CK>BDON (J. E. H.). School Electricity. Illustra- 
tions. 12mo, cloth a 00 

GOBE (G., F. B. S.)« The Art of Electrolytic Separa- 
tion of Metals, etc. (Theoretical and Pracacal.) 
Illustrated. 8vo, cloth 8 60 

Electro Chemistry Inorganic Third EditlML 
8vo,cloth 80 
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GOULD (E. SHERMAN). The Arithmetio of the 
Steam Engine. Svo, cloth 100 

GRIFFITHS (A. D., Ph. D.)> A Treatise on Manures, 
or the Philosophy of Manuring* A Practical Hand- 
Book for the Agriculturist, Manufacturer and 
Student. 12mo, cloth 3 00 

OROVER (FREDERICK). Practical Treatise on 
Modem Qas and Oil Engines. Svo, cloth. Illustrated 2 00 

GVRDEN (RICHARD I.I.OTD). Traverse Tables: 
computed to 4 places Decimals for every ° of angle 
up to 100 of Distance. For the use of Surveyors and 
Engineers. New Edition. Folio, half morocco. . ..7 50 

GUY ARTHUR (F.). Electric Light and Power, 

giving the Result of Practical Experience in Central 
tation Work. 8vo, cloth. Dlustrated 2 50 

HARDER (HERMAN C. E.). A Hand book on the 
Steam Engine. With especial reference to small 
and medium sized engines. English edition re-edited 
by the author from the second German edition, and 
translated with considerable additions and altera- 
tions by H. H. P. Powels. 12mo, cloth. Nearly 1100 
illustrations 3 00 

H AIiI< (WM. S. Prof.). Elements of the DifPerential 
and Integral Calculus. Second edition. 8vo, cloth. 
Illustrated net 2 26 

HArSE Y (F. A.). Slide Valve Gears; an Explanation of 
the action and Construction of Plain and Cut-off 
Slide Valves. Illustrated. 12mo, cloth. Sixth 
edition. 1 60 

The Use of the Slide Rule. Illustrated with 



diagrams and folding plates. 16mo, boards 50 

HAMII.TON (W. G.). Useful Inform'! tion for Rail- 
way Men. Tenth Edition, revised and enlarged. 
562 p^ges, pocket form. Morocco, gilt 2 00 

HANCOCK (HERBERT). Text Book of Mechan- 
ics and Hydrostatics, with over 500 diagrams. 8vo, 
cloth ... 175 

HARRISON (W. B.). The Mechanics' Tool Book. 
With Practical Rules and Suggestions for use of 
Machinists. Iron-Workers, and others. Illustrated 
with 44 6' graviugs. 12mo, cloth 1 50 
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HASKINS (C. H.). The Galvanometer and its Uses. 
A Mitnual for Electridans and Students. Fourth 
edition. 12mo, cloth 180 

HAWKE rwiIXIAM H.)* The Premier Cipher 
Telegraphic Code Containing 100,000 Words and 
Phrases. The most complete and most useful general 
code yet published. 4to, cloth 500 

«^— 100,000 Words; Supplement to the Premier Code. 
All the words are select hi from the official vocabu- 
laiy. Oblong quarto, cloth 490 

HAWKINS (C. C.) and WAIXIS (?.)• The Dynamo; 
its Theory, Desim and Klanufacture. 190 Illustra- 
tions, 12mo, cloth 800 

HAT (AI.FBED). Principles of Alternate-Current 
Working. 12mo, cloth, illustrated ... 2 00 

HEAP (Blajor D. P., U. S. A.). Electrical Appliances 
of the Present Day. Report of the Paris Mectrical 
Exposition of 1881. 250 illustrations. 8vo, cloth 8 00 

HKATISIDE (OlilVER). Electromagnetic Theory. 
8vo, c oth, two volumes eacb 5 00 

HENRICI (OliAUS). Skeleton Structures, Applied 
to ihe Building of S: eel and Iron Bridges. Illustrated 1 60 

HEBRMATi N (OUST AT)- The Graphical Statics of 
M-chaDism. A Guide for the Use of Machinists, 
Architec s, and Engineers; and also a Text-book for 
Technical ScbooLM. Translited a id annotated by A. 
P. Smith, M. E. 12 i.o, cloth, 7 folding plates. Third 
Edition 200 

HERMANN (FEI.IX). Painting on Glass and Porce- 
lain and Enamel Pai ning. On the Basis of Personal 
Practical Expe ience f the ( ondition of the Art up 
to date Translated by Charles Salter. Second 
greatly enlarged edition, bvo, cloth, Illustrations, 
net 860 

HEWSON (WM.). Princ pies and Practice of Em- 
banking L mds f -om River Floods, as applied to the 
Levees of the Mississi^ pi. Svo, cloth 200 

HIIX (JOHN W.). Th-^ Poriflcation of Public Water 
Supplies. lUustrat'd with valuable Tables, Dia- 
grams and Cuts Svo, clot u, 804 pages 8 00 



The Inter reta* i n of Water Analyses. . (In Press) 
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HOBBS (W. B. P.). The Arithmetic of Electrical 
Measur< ments with numerous examples. Fully 
Worked, 12mo, cloth 50 

BOFF (WM. B., Com. U. S. Navy.). The Avoidance 
of Collisions at Sea. 18mo, morocco 76 

fiOLLEY (ALEXANDER L.). Railway Practice. 
American and European Railway practice in the 
Economical Generation of Steam. 77 lithographed 
plates. Folio, cloth 12 00 

HOUKES (A. BROMIiET). The Electric Lisrht Pop- 
ularly Explained. Fifth Edition. Illustrated. 12mo, 
paper .40 

HOPKINS (NETIIi M.). Model Engines and small 
Boats. New Methods of Engine and Boiler Making: 
with a chapter on Elementary Ship Design and 
Construction. 12mo, cloth 125 

HOSPITAI.IEB (E.). Polyphased Alternating Cur- 
rents. Illustrated. 8vo, cloth 140 

HOWARD (C. R.). Earthwork Mensuration on the 
Basis of the Pnsmoidal Formulae. Containing 
Simple and Labor-saving Methods of obtaining Pris- 
moiaal Contents directly from End Areas. Illustra- 
ted by Examples and accompained by Plain Rules 
for Practical Uses. Illustrated. 8vo, cloth 150 

HUMBER (WII.I.IAM, C. E.). A Handy Book for 
the Calculation of Strains in Girders and Similar 
Structures, and their Strength ; Consisting of 
Formulae and Corresponding Diagrams, with 
numerous details for practical application, etc. 
Fourth Edition. 12mo, cloth 2 50 

HURST (GEORGE H.). Colour; A Hand-book of the 
Theory of Colour. Containing ten coloured plates 
and 72 diagrams 8vo, cloth. Illustrated. Price — 2 50 

Lubricating Oils, Fats and Greases. Their Origin , 

Preparation, Properties, Uses and Analysis, 313 
pages, with 65 illustrations. 8vo,*cloth 8 00 

— — Soaps; A Practical Manual of the Manufacture of 
Domestic, Toilet and other Soaps. Illustrated with 
66 Engravings. Svo, cloth — 5 00 
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HUTCHINSON (W. B.)> Patents and How to Make 
Mo ey out of Them. Member of New York Bar. 
12mo,cloth. NewYork,1899 125 

HUTTON (W. S.)* Steam Boiler Ck>nstruction. A 
Practical Hand-book for Engineers, Boiler Makers 
and Steam Users. Containing a large collection 
of rules and data relating to recent practice in the 
design, construction, and working of all kinds of 
stationary, locomotive and marine steam boilers. 
With upwards of 500 illustrations. Third edition. 
Carefully revised and much enlarged. 8vo, cloth. . . 6 00 

Practica Engineer's Hand-book, Comprisine: a 

treatise on Modem Engines and Boilers, Marine, 
Locomotive and Stationary. Fourth edition. Care- 
fully revised with additions. With upwards of 570 
illustrations. 8vo, cloth 7 00 

The Works' Manager's Hand-book of Modem 

Rules, Tables, and Data for Civil and Mechanical 
Engineers. Millwrights and Boiler Makers, etc. , etc. 
With upwards of 150 illustrations. Fifth edition. 
Carefully revised, with additions. 8vo, cloth 6 00 

INN£8 (CH ABIDES H.). Problems in Machine Design. 
For the Use of Students, Draughtsmen and others. 
12mo, cloth 1 50 

Centrifugal Pumps, Turbines and Water Motors. 

Including the Theory and Practice of Hydraulics. 
12mo, cloth 1 50 

ISHERWOOD (B. P.). Engineering Precedents for 
Steam Machinery. Arranged in the most practical 
and useful manner for Engineers. With illustra- 
tions. 2 vols, in 1. Svo, cloth 2 50 

JAMESON (CHAHI.es D.). Portland Cement. Its 
Manufacture and Use. Svo, cloth 1 50 

JAMIESON (ANDREW C. E.>. A Text-Book on 
Steam and Steam Engines. Specially arranged for 
the use of Science and Art, C^ty and Guilds of London 
Institute, and other Engineering tstudents. Tenth 
edition. Illustrated. 12mo, cloth 3 00 

■ Elementary Manual on Steam and the Steam 
Engine. Specially arranged for the use of First- 
Year Science and Art, City and Guilds of London 
Institute, and other Elementary Engineering 
Students. Third edition. i2mo, cloth 140 
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JAKNETTAZ (ISDWABD). A Guide to the Deter- 
mination of Rocks : being an Introduction to 
UtholoRy. Translated from the French by Q. W. 
Plympton, Professor of Physical Science at Brook- 
lyn Polytechnic Institute. 12mo, cloth 1 60 

JOHNSTON, Prof. J. F. W., and CAMKBON, Sir 
CHAS. Elements of Aericultural Chemistry and 
Geology. Seventeenth edition. 12mo, cloth 2 60 

JOTNSON (F. H.). The Metals used in Construction. 
Iron, Steel, Bessemer Metal, etc. Illustrated. 12mo, 
cloth 75 

Designing and Construction of Machine Gearing. 

Illustrated. 8vo, cloth 2 00 

KANSAS CITT BRIDOK (THE.) With an Account 
of the Regimen of the Missouri River and a Descrip- 
tion of the Methods used for Founding in that River. 
By O. Chanute, Chief Engineer, and George Morri- 
son, Assistant Engineer. Illustrated with 5 litho- 
graphic views and 12 plates of plans. 4to, cloth. . . 6 00 

KAPP (GISBEBT C. E.). Electric Transmission 
of Energy and its Transformation, Subdivision, and 
Distribution. A Practical Hand-book. Fourth 
edition, revised. 12mo, cloth 3 50 

Dynamos, Alternators and Transformers. 138 

Illustrations. 12mo, cloth 4 GO 

KEMPE (H. R.). The Electrical Engineer's Pocket- 
Book of Modern Rules, Formulae, Tables and Data. 
Illustrated. 32mo, mor. gilt 1 75 

KENNELLT (A. E.). Theoretical Elements of Elec- 
tro-Dynamic Machinery. Bvo, cloth 1 50 

KILGOUB, M. H., SWAN, H., and BIGGS, C. H. 

W. Electrical Distribution; Its Tneory and Practice. 
174 Dlustrations. 12mo, cloth 4 GO 

KING (W. H.). Lessons and Practical Notes on 
Steam. The Steam Engine, Propellers, etc., for 
Toung Marine Engineers, Students, and others. 
Revised bv Chief Engineer J. W. King, United States 
Navy. Nineteenth edition, enlarged. 8vo, cloth ... 2 00 

KINGDON (J. A.). Applied Magnetism. An intro- « 
duction to the Design of Electromagnetic Apparatus. 
Svo.cloth sot 
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KIRK AI.DT (WM. O.). Illustrations of David Klrk- 
aldv's System of Mechanical Testing, as Orig nated 
and Carried On by him during a Quarter of a Oeiulury . 
Comprising a Large Selection of Tabulated Results, 
showing the Strenirth and other Properties of Mate- 
rials used in Construction with explanatory Text 
and Historical Skntch. Numerous engravings cmd 
25 lithographed plates. 4to, cloth 20 00 

KIKKWOOD (J AS. P.). Report on the Filtration of 
River Wa' ers for the supply of Cities, as practised in 
Europe, made to the Board of Water Commissioners 
of the City of St. Louis. Illustrated by 30 double- 
plate engravings. 4to, cloth 7 50 

I«ABRAB£:x: (C. S.)* Cipher and Secret Letter and 
Telegraphic Cod**, with Hog's Improvements. The 
most perfect Secret Code ever invented or discov- 
ered. Impossible to read without the key. 18mo, 
cloth 60 

liAZELLE (H. M.). One Law in Nature. A New 
Corpuscular Theory comprehending Unity of Force, 
Identity of Matter, and its Multiple Atom Constitu- 
tion, etc. 12mo, cloth 1 50 

liEASK (A. RITCHIE:). Breakdowns at Sea and 
How to Repair Them. With eighty-nine lUustra- 
tions. 8vo, cloth. Second edition 2 00 

Triple and Quadruple Expansion Engines and 

Boilers and their Management. With flfty-nfne 
illustrations. Third edition, revised. l2mo, cloth . . 2 00 



Refrigerating Machinery : Its Principles and 

Management. With sixty-four illustrations. 12mo, 
cloth 2 00 

Li:CKT (S. T. S.). " Wrinkles " in Practical Naviga- 
tion. With 130 illustrations. 8vo, cloth. Ninth 
edition, revised..... 8 40 

liEVY (C. I..). Electric Lieht Primer. A Simple and 
Comprehensive Digest of all of the most important 
facts connected with the iiinning of the dynamo, and 
electric lights, with precautions for safety. For the 
use of persons whose du:y it is to look after the 
plant ijvo, paper 60 
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lilTACHE (ACH., Inscnlear Civil Des BUnes). 

The lianufacture of varnishes. Oil Crashing^ Befln- 
ing cmd Boiliag and Kindred Industries. Translated 
from the French and greatly extended, by John 
Qeddes Mcintosh. 8vo, doth. Illustrated net 5 00 

liOCKB (AURED O., and CHABI^S O.) A Prac- 
tical Treatise on the Manufacture of Sulphuric Add. 
With 77 Constructive Plates drawn to Scale Meas- 
urements, and other Illustrations. Boyal 870, doth.lO 00 

I liOCKERT (liOUIS). Petroleum Motor-Cars. 12mo, 

! doth 160 

I liOCKWOOD (THOS. D.). Electricity, Magnetism, 
I and Electro-Telegraphy. A Practical Guide for 
Btudents, Operators, and Inspectors. 8vo, doth. 
j Thirdeditlon 2 60 

Electrical Measurement and the Galvanometer ; 

I its Construction and Uttes. Second edition. 8ii illus- 

' trations. 12aio, cloth 1 60 

liODGE (OlilVER J.). Elementary Mechanics, 
including Hydrostatics and Pneumatics. Revised 
edition. 12mo. cloth 160 

liORING (A. £.). A Hand-book of the Electro-Mag- 
netic Telegraph. Paper boards 60 

Cloth 75 

Morocco , 1 00 

liUCE (Com. S. B.). Text-Book of Seamanship. The 
Equipping and Handling of Vessels under Sail or 
Steam. For the use of the U. S. Naval Academy. 
Revised and enlarged edition, by Lt. Wm. S. Benson. 
8vo, cloth 10 00 

liUNGE (GEO.). A Theoretical and Practical Treatise 
on the Manufacture of Sulphuric Acid and Alkali 
with the Collateral Branches. Vol. I. Sulphuric- 
Acid, Second edition, revised and enlarged. 342 

illustrations. 8vo, cloth 16 00 

Vol. II. Second edition, revised and enlarged. 

8vo, cloth .,16 80 

Vol III. 8vo, cloth. New edition, 1896 16 00 

iiUNGE. (GEO.), and HURTER, F. The Alkali 
Maker's Pocket-Book. Tables and Analytical Meth- 
ods for Manufacturers of Sulphuric Acid, Nitric 
Add, Soda, Potash and Anunonia. Second edition. 
ISmo, cloth . . 8 Of 
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LUQUEB (I^A McILVAINE, Ph. D.). Minerals 
in Rock Sections. The Practical Method of Identi- 
tying Minerals in Rock Sections with the micro- 
scope, Bsi>ecially a rranged for students in Technical 
and Scientific Schools. 8vo. cloth. Illustrated., net 1 60 

MACCORD (Prof. C. W.). A Practical Treatise on 
the Slide- Valve by Eccentric8,;examining by methods 
the action of the Eccentric upon the Slide- Valve, 
and explaining the practical processes of iHying out 
the movements, adapting the Valve for its various 
duties in the Steam Engine. Second edition. Illus- 
trated. 4to, cloth 2 50 

MA6UIR£ (Capt. EDWARD. U. S. A.). The 
Attack and Defence of Coast Fortifications. With 
Maps and Numerous Illustrations. 8vo, cloth 2 50 

MAGUIRE (WM. B.). Domestic Sanitary Drainage 
and Plumbing Lectures on Practical Sanitation. 332 
illustrations. 8vo 4 00 

MARKS (EDWARD C. R.). Mechanical Engineering 
Materials: their Properties and Treatment in Con- 
struction. 12nio, cloth. Illustrated 6Q 

Notes on the Construction of Cranes and Lifting 

^LiL-hinery. 12mo, cloth , 1 00 

MARKS (G. C). Hydraulic Machinery Employed in 
the Concentration and Transmission of Power. 
12nio,cloth 125 

MAVER (WM.). American Telegraphy: Systems, 
Apparatus, Operation. 450 illustrations. 8vo, cloth. 3 50 

MAYER (Prof. A. M.). Lecture Notes on Physics. 
8vo, cloth 2 00 

MCCUI.I.OCH (Prof. B. S.). Elementary Treatise 
on the Mechanical Theory of Heat, and its applica- 
tion to Air and Steam Engines. 8vo, cloth 3 50 

McNEII.1. (BEDFORD). MrNeill's Code. Arranged 
to meet tlie requirements of Mining, Metallurgical 
and Civil Engineers, Directors of Mining, Snoelt- 
ing and other Companies, Hankers, Stoc < and Share 
Brokers, Solio.tors, Accountants, Financiers, and 
General Merchajucs. Safety and Secrecy. 8vo, cloth. 6 00 
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3 MEBBIIX (Ool. WM. E., U. S. A.)* Iron Truss 

Bridfces for Ridlroads The method of caicul tint? 

; strainn in TnisseB, with a careful comparison of the 

' , . mo t pr^mineot 'trusses, in reference t < economy in 

-^ combi ation, ttc. Illustrated. 4to, cloth. Fourth 

Editi n .. 600 

METAIi TUBNING. By a Foreman Pattern Maker. 
Illustrated with 81 f ngravi gs. 12mo, cloth 1 60 

BUNIFIS: (WM.). Mechanical D- awing. A Text- 
bo k f Geometrical Draw ng for the use of Mechanics 
and Schools, in which he Definitions and Rules of 
G^eo Mt^try re fami iarly explained; the Practical 
Problems are arranged from the most simple to the 
more) complex, and in i heir description technicalities 

2^ are avoid d as mu h as possible. With illustrations 

for Draw ng Pl^ns Sec 'ons and Elevations of Rail- 
wa> s ami Machinery; an Introduction to Isometric -1 
Drawl ne, a dan Essay on Linea- Perspective a"d 

ft' Shadows Illustrated witn over 200 diagrams 
engraved on steel. Ninth t> ousnnd. With a • appen* 
dix on the Theory and Ar plication of Colors. Bvo, 
dota 4 00 



•'i 



P< 



Geom trical Drawing. Abridged from the Octavo 



edition, for the us ■ of schools. Illus rate i with 48 
^^ steel plates. Niuih edition. 12mo, cloth 2 00 

MODERN METEOROLOGY. A Series of Six 
Lectu es, d livered under the aus' ices of the Meteor- 
^ ological Socicrty in 1870. Illustrated. 12mo, cloth . 1 50 

MOREINO (€. A.), and NEAL (THOMAS). Te'e- 
^ graphic Mining Co e Alpha, etically arranged. 

Second edition. 8vo, cloth 8 40 

) MORRIS (£.)• Easy Rules for the Measurement of 
Earthworks by means < f the Prismoidal Formula. 
8vo, cloth. Illustrated 150 

MOSES (ALFRED J.), and PARSONS, C. L. Ele- 
ments of Mineralogy, Crystalloj?raphy and Blowpipe 
Analysis from a practical standpoint. Second 
thousand. 8vo, cloth. 360 illustrations net 8 00 

If OSES (ALFRED J.). The Characters of Crystals. 
An Introduction to rhysical Crystallography, co - 
1 talning 821 Illustrations and Diagrams. 8vo, 211 
pp. net 2 00 
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MOEIXEB (F. O. O.)* Krapp*B Steel Works. With 
88 illustrations. By Felix Schmidt and Montan. 
Authorized Translation from the Qerman. 4tOL 
cloth (In Press.) 

IIOTIXIN (JOSEPH P., M. E.)* Modem Mouldhi« 
abd Pattern-Making: A Practical Treatise upon 
Pattern Shop and Foundry Work; embracingf the 
Moulding of Pulleys, Spur Gears, Worm Gears, Bal- 
ance-Wheels, Stationary Eneine and Locomotive 
Cylindf rs, Globe Valves, Tool Work, Mining Machin- 
ery, Screw Propellers. Pattem-Shop Machinery, and 
the latest improvements in English and American 
Cupolas; together with a large collection of original 
and carefully selected Rules and Tables for every- 
day use in the Drawing Office, Pattern-Shop and 
Foundry. 12mo, cloth. Illustrated 2 60 

MUKBO (JOHN C. E.), and JAMIESON 
ANDREW. C. E. A Pocket-book of Electrical 
Rules and Tables for the use of Electricians and 
Engineers. Thirteenth edition, revised and enlarged. 
With numerous aiagrams. Pocket size. Leather.. 2 50 

MURPHY (J. G., M. E.). Practical Mining. A 
Field Manual for Mi Ding Engineers. With Hints for 
Investors in Mining Properties. 16mo, morocco 
tucks 1 00 

NAQUET (A.). Legal Chemistry. A Guide to the 
Detection of Poisons, Falsification of Writings, 
Adulteration of Alimentary and Pharmaceutical 
Substances, Analysis of Ashes, and examination of 
Hair, Coins, Arms, and Stains, as applied to Chemi- 
cal Jurisprudence. Translated from the French, 
by J. P. Battershall, Ph D., with a preface by C. F. 
Clhandler, Ph. D., M. D., LL. D. 12mo, cloth 2 00 

NASMITH (JOSEPH). The Student's Cotton Spin- 
ning. Third edition, revised and enlarged. 8vo, 
cloth. 82iJ pages. 250 Illustrations 8 00 

KEWAUL (JOHN W.). Plain Practical Directions 
for Drawing, Sizing and Cutting Bevel-Gears, show- 
ing how the Teeth may be cut in a Plain Milling 
Machine or Gear Cutter so as to give them a correct 
shape from end to end; and showing how to get out 
. all particulars for the Workshop without making ' 
any Drawings. Including a Full Set of Tables of 
Reference. Folding plates. 8vo, clo h ISO 
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NEWCOMB (EDWABD TT.). Stepping Stones to 
Photography. 12ino, cloth. Illustrated. N. Y., 1899. 

(In Press.) 

UTEWL.AV'DS (JAMES). The Carpenters' andJoin 
ers' Assistant: being a C!omprehensive Treatise on 
the Selection, Preparation aod Strength of Mate- 
rials, and the Mechanical Principles of Framing. 
Illustrated. Folio, half morocco 15 00 

NIPHEB (FRANCIS E., A. M.). Theory of Mag- 
netic Measurements, with an appendix on the 
Meti.od of Least Squares. 12mo, cloth 1 00 

KOAD (HENRY M.). The Students' Text-Book of 
Electricity. A new edition, carefully revised. With 
an Introduction and additional chapters by W. H. 
Preece. Witn 471 illustrations. 12mo, cloth 4 CO 

NUGENT (E.). Treatise on Optics; or, Li^htand Sight 
theoretically and practicaUy treated, with the appii* 
cation to Fine Art and Industrial Pursuits, with 
m? illustrations. 12mo, cloth 1 50 

O'CONNOR (HENRY). The Gas Engineer's Pocket- 
Book. Comprising Tables, Notes and Memoranda; 
relating to the Manufacture, Distribut on and Use 
of Coal Gas and the Construction of Gas Works. 
12mo, full leather, gilt edges 8 50 

OUDIN (Bf. A.). Standard Polyphase Apparatus and 

Systems. Fully illustrated 3 00 

PAGE (DAVID). The Earth's Crust, A Handy Out- 
line of Geology. lUmo, cloth 75 

PALiAZ (A., ScD.). A Treatise on Industrial Pho- 
tometry, with si>ecial application to Electric Light- 
ing Authorized translation from the French, by 
George vv. Patterson, Jr. Second edition, revised. 
8vo, CiOth. Illustrated 4 00 

PARSHALI. (H. F.), and HOB ART H. M. 

Armature Windings of Electric Machines. With 140 
full paj,'rt plates, 65 tables, and ltf5 pages of descrip- 
tive letter- press. 4to, cloth 7 60 

PAKSHALI. (H. P.), and EVAN PARR£. 

Electrical Equipment of Tramways (In Press.) 

PEIRCE (B.). System of Analytic Mechanics. 4to, 
cloth 10 00 

Linear Associative Algebra. New edition, with 

addenda and notes, by C.L. Pierce. 4to, cloth ... 4 00 
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PEBBINS (F. A. C, A. M., D. Sc). Conductors 
for Electrical Distribution; their Manufacture and 
Materials, the Calculation of Circuits, Pole Line 
Construction, Underground Working and other Uses. 

(In Press.) 

PEBRT (JOHN). Applied Mechanics. A Treatise 
for the use of students who have time to work 
experimental, numerical and graphical exercises 
illustrating the subject. Svo, cloth. 650 pages., net 2 60 

PHIIiIJ:P9 (JOSHUA). Engineering Chemistnr. A 
Practical Treatise f • r the use of Analytical CJhem- 
ists. Engineers, Iron Masters, Iron Founders, 
students and others. Comprising methods of Analy- 
sis and Valuation of the principal materials used in 
Engineering works, with numerous Analyses, Exam- 
ples and Suggestions. 814 illustrutions. Second 
edition, revised and enlarged. 8vo, cloth . 4 00 

PICKWORTH (CHAS. N.). The Indicator Hand- 
book. A Practical Manual for Engineers. Parti. 
The Indicator: Its Construction and Application. 81 
illustrations. 12mo, cloth 1 50 



The Slide Rule. A Practical Manual of Instruc- 



tion for all Users of the Modem Type of Slide Rule, 
exhibiting the Application of the Instrument to the 
Eveiyday Work of the Engineer,— Civil, Mechauical 
and Electrical. 12mo, flexible cloth. Fifth edition. 80 

PL.AKE TABLE (THE). Its Uses in Topographical 
Surveying. From the Papei s of the Unit^ States 
Coast Survey. Illustrated. 8vo, cloth 2 00 

PliANTB (GASTON). The Storage of Electrical 
Energy, and Researches in the Effects created by 
Currents, combining Quantity with High Tension. 
Translated from the French by Paul B. Elwell. 89 
illustrations. 8vo 4 00 

PliATTKEB. Manual of Qualitative and Quantitative 
Analysis with the BlowPipe. From the last German 
edition, revised » nd enlarged, by Prof. Th. Richter. 
of the Royal Saxon Mining Academy. Translated 
by Prof. H'. B. Cornwall, assisted by John H. CJas- 
well. Illustrated with 87 wood-cuts and one litho- 
graphic plate. Seventh edition, revised. 500 pages. 
8vo, cloih 5 00 
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PtTMPTON (Prof. GFO. W.). The Blow Pipe. A 
Guide to its use in the Determination of Salts and 
Minerals. Compiled from various sources. 12mo, 
cloth 1 60 

The Aneroid Barometer: its Construction and 

Use. Compiled from several sources. Fourth 

edition. 16mo, boards. Illustrated 60 

Morocco. 100 

POCKET liOGARITHMS, to Four Places of Deci- ' 
mals, including Logarithms of Numbers, and Losnt> 
rithmic Sines and Tangetits to Sinfrle Minutes. To 
which is added a Table of Natural Sines, Tangents, 
and Co-Tangents. 16mo, boards. 60 

POPS (F. li.). Modem Practice of the Electric Tele- 
graph. A Technical Hand-book for Electricians, 
Managers and Operators. Fifteenth edition, rewrit- 
I ten and enlarged, and fully illustimted. 8vo, cloth. 1 60 

I POPPL.EWEI.I* (W. C). Elementary Treatise on 
Heat and Heat Engines. Specially adapted for 
engineers and students of engineering, liteio, cloth. 
Illustrated 3 00 

PO WI.ES (H. H.). Steam Boilers (In Press.) 

PRAT (Jr., THOMAS). Twenty Years with the 
Indicator; being a Practical Text-Book for the 
Engineer or the Student, with no complex FormulsB. 
Illustrated. 8vo, cloth 2 60 

— — Steam Tables and Engine Constant. Compiled 
from Regnault, Raiikineand Dixon directly, making 
use of the exact records. 8vo, cloth 2 00 

PRACTTCAI. IRON FOUNDING. By the Author 
of "Pattern Making/' &c., &c. Illustrated with 
over one hundred engravings. 12mo, cloth 1 50 

PRFECE (W. H.). Electric Lamps (In Press.) 

PRFFCF (W. H.), and STUBBS, A. T. Manual 
of Telephony. Illustrations and plates. 12mo, cloth. 4 50 

PBEMIFR CODB. (See Hawk, Wm. H.) 

PRESCOTT (Prof. A. B.). Organic Analysis. A 
Manual of the Descriptive and analytical Chemistry 
of certain Carbon Compounds in Common Use; a 
Guide in the Qualitative and Quantitative Analysis 
of Organic MateiiaUi in Commercial and Phaxma- 
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oeutical Assays, In the estfmatkm of Imparities 
mider Authorized Standards, and in Forensic Exam- 
inations for Poisons, with Directions for EUementary 
Organic Analyais. Fourth edition. 8vo.c]oth 5 00 

PBESCOTT (Prof. A. B.)* Outlines of Proximate 
Organic Analysis, for the Identification, Separation, 
and Quantitative Determination of the more com- 
monly occurring Organic Ck>mpounds. Fourth edi- 
tion. 12mo, cloth 175 

Ffarst Book in Qualitatiye Chemistry. Eighth 
edition. 12mo,cloth 160 



and Otis Coe Johnson. Qualitatiye Chemical 



Analysis. A Guide in the Practical Study of Chem- 
istry and in tiie work of Analysis. Fourth fully 
revised edition. With Descriptive Chemistiy 
extended throughout S GO 

PBITCH ARI> (O. O.)* The Manufacture of Electric 
Light Carbons. Illustrated. 8vo, paper 60 

PUIiLEN (yv. W. F.). Application of Graphic Meth- 
ods to the Design of Structures. Specially prepared 
for the use of Engineers. ISmo, cloth. Illustrated. 

net 2 50 

PVIiSIFEB (W. H.). Notes for a History of Lead. 
8vo, cloth, gilt tops... 4 00 

PYNCHON (Prof. T. R.). Introduction to Chemical 
Physics, designed for the use of Academies, Col- 
leges, and High Schools. Illustrated with numerous 
engravings, and containing copious exi)eriments 
with directions for preparing them. New edition, 
revised and enlarged, and illustrated by 269 illustra- 
tionsonwood. 8vo, cloth .8 00 

BADFOBD (Lieut. CYRUS S.). Hand-book on 
Naval Gunnery. Prepared by Autnority of the Navy- 
Department. For the use of U. S. Navy, U. S. 
-Marine Ck>rp6 and U. S. Naval Reserves. Revised 
and enlarged, with the assistance of Stokely Morgan, 
Lieut. U. S. N. Third edition. 12mo, flexible leather. 2 00 

BAFTEB (GEO. TT.), and M. N. BAKER. Sew- 
agre Disposal in the united States. Illustrations and 
folding plates. Second edition. 8yo, cloth 6 00 

BAM (GILBEBT SO* The InoandeBoent Lamp and 
its Manufacture, 870,cloth ■ 8 00 
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BANDAIX (J. £.)• A Practical Treatise on the 
Incandescent Lamp. Illustrated. 16mo, cloth 60 

BANDAIili (P. M.). Quartz Operator's Hand-book. 
New edition, reTised and enlarged, fully illustrated. 
12mo, cloth 2 00 

BANKINE (W. J. MACQUOBN.) Applied Mechan- 
ics. Comprising the Principles of Statics and Cine- 
matics, and Theory of Structures, Mechanism, and 
Machines. With numerous diagrams. Fifteenth 
edition. Thoroughly revised by w . J. Millar. 8vo, 
cloth ... 5 00 

Civil Engineering. Comprising Engineering Sur- 
veys, Earthwork, Foundations, Masonry, Carpentry, 
Metal Work, Roads, Railw^s, Canalii, Kivers, 
Water Works, Harbors, etc. With numerous tables 
and illustrations. Twentieth edition. Thoroughly 
revised by W. J. Millar. 8vo, cloth. 6 80 

Machinery and Mill work. Comprising the Geom- 
etry, Motions, Work, Strength, Construction, and 
Objects of Machines, etc. Illustrated with nearly 
300 wood cuts. Seventh edition. Thoroughly revised 
by W. J.Millar. 8vo, cloth 5 00 

The Steam Engine and other Prime Movers. 

With diagram of the Mechanical Properties of 
Steam-folding plates, numerous tables and illustra- 
tions. Thirteenth edition. Thoroughly revised by 
W. J. Millar. 8vo, cloth 5 00 

Useful Rules and Tables for Engineers and 

Others. With appendix, tables, tests, and formulsB 
for the use of Elettrical Engineers. Comprising 
Submarine Electrical Engineering, Electric Lighting, 
and Transmission of Power. By Andrew Jamieson, 
C. E., F. R S. E. Seventh edition. Thoroughly 
revised by W. J. Millar. Crown Svo, cloth 4 00 

A Mechanical Text-Book. By Prof. Macquom 

Rankine and E F. Bamber, C. E. With numerous 
illustrations. Fourth edition. 8vo, cloth 3 60 

BAPH AFli (F. O* Localisation of Faults in Electric 
LlghtMains. 8vo, cloth . 2 00 

BECKBNZ AUN (A.). Electric Traction on Railways 
and Tramways. 218 illustrations. 12mo, cloth 4 00 



,». 
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BK£D*S £NGIN££BS' HAND-BOOK to the 

Local Marine Board Examinations for Certificates 
of Competency as First and Second C ass Engineers. 
By W. H. Thora. With the answers to tbe Elemen- 
tary Questions. IllustraU^d by 2\i7 diagrams and 36 
large plates. Sixteenth edition, revised and 
enlarged. 8to, cloth 6 00 

Key to the Sixteenth Edition of Reed's 

Engineer's Hand-book to the Board of Trade Exami- 
nations for First and Second Class Engineers and 
containing the working of all the questions given in 
the examination papers By W. H Thorn. 8vo, 
cloth 300 

Useful Hints to Seagoing Engineers, and How to 
Repair and Avoid " Break Downs; '* also Appendices 
Containing Boiler Explosions, Useful FormulsB, 
etc. With 36 diagrams and 4 plates. Second edition, 
revised and enlarged. 18mo, cloth 1 40 



Marine Boilers: A Treatise on the Causes and 



Prevention of their Priming, with Remarks on their 
Qeneral Management. Illustrated. 12mo, cloth... 2 00 

B£INHABDT (CHAS. W.)* Lettering for Drafts- 
men, Engineers and Students. A Practical System 
of Free-hand Lettering for Working Drawings. 
Fourth thousand. Oblong, boards 1 00 

BICE (J. M.)., and JOHNSON, W. W. On a 

New Method of obtaining the Differential of Func- 
tions, with especial reference to the Newtonian 
Conception of Rates or Velocities. Dime, paper 50 

BINGTVALT (J. L.}. Development of Transi)orta- 
tion Systems in tne United States, Comprising a 
Comprehensive Description of the leading features 
of advancement from the oolonial era to the present 
time. With illustrations. Quarto, half morocco. . 7 60 

BIPPEB (WIIXIAM). A Course of Instruction in 
Machine Drawing and Design for Technical Schools 
and Engineer Students. With 53 plates and numer- 
ous explanatory engravings. Folio, cloth 6 00 

BOEBUNO (J. A.). Long and Short Span Railway 
Bridges. Illustrated with large copperolate ** 
engravings of plana and views. Imperial folio, 
cloth 25 00 
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BOOKBS (Prof. H. D.). The' Geology of Pennsyl- 
▼anla. A Qovernment Survey, with a Qeneral View 
of the Qeology of the United States, eaaaya on the 
Coal Formation and its Fossils, and a description of 
the Ck>al Fields of North America and Qreat 
Britain. Illustrated with plates and engravings in 
the text. 8 vols., 4to, cloth, with portfolio of maps . 16 00 

BOSE (JOSHUA, M. E.)* The Pattern Makers* 
Assistant. Embracing Lathe Work, Branch Work, 
Ck)re Work, Sweep Work, and Practical Gear Con- 
structions, the Preparation and Use of Tools, 
together with a 'arge collection of useful and valu- 
able Tables. Eignteenth edition. Illustrated with 
250 engravings. 8vo, cloth 2 50 

Key to Engines and Engine-running. A Practical 

Treatise upon the Management of Steam Enij^es 
and Boilers for the Use of Those who Desire to Pass 
an Examination to Take Charge of an Engine or 
Boiler. With numerous illustrations, and lastnic- 
tions Upon Engineers^ Calculations, Indicators, 
Diagrams, Engine Adjustments, and other Valuable 
Information necessary for Engineers and Firemen. 
12mo,cloth 2 50 

SABIKE (BOBERT). History and Progress of the 
Electric Telegraph. With descriptions of seme of 
the apparatus. Second edition, with additions. 
12mo, cloth 125 

SAELTZER (ALEX.). Treatise on Acoustics in con- 
nection witn Ventilation. 12mo, cloth 1 00 

SALOMONS (Sir DAVID, M. A.). Electric Light 
Installationb. A Practical Hand-book. Eighth 
edition, revised and enlarged, with numerous illus- 
trations. Vol. I. The management of Accumula 

tors. i2mo, cloth 1 50 

Vol. II., Apparatus, 296 illustrations. 12mo, cloth 2 )i5 
Vol. III., Applications. I'^mo, cloth 150 

SANFORD (P. GERALD). Nitro-Explosives. A 
Practical Treatise concerning the Properties, Manu- 
facture and Analysis of Nitrated Substances, includ- 
ing the Fulminates, Smokeless Powders and Cellu- 
loid. 8vo, cloth, 270 pages 8 00 

SAUNNIEB (CLAUDIUS). Watchmaker's Hand- 
book. A Workshop Companion for those engaged 
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in Watchmaking aod allied Mechanical Arts. Trans- 
lated by J. Tripplin and £ RigR. Second edition, 
revised with appendix. 12mo, cloth 8 60 

SCHBI.I.EN (I>r. H.). Magneto-Electric and Dynamo- 
Electric Machines: their Construction and Practical 
Application to Electric Lighting, and the Transmis- 
sion of Power. Translated from the third German 
edition, by N. S. Keith and Percy Neymann, Ph. D. 
With very large additions and notes relating to 
American Machines, by N. S. Keith. Vol. I., witn 353 
illustrations. Second edition . 5 00 

SCHUMANN (F.). A Manual of Heating and VenU- 
lation in its Practical Application, for the use of 
Engineers and Architects. Embracing a series of 
Tables and Formulee for dimensions of heating, flow 
and return pipes for steam and hot water boilers, 
flues, etc. 12mo, illustrated, full roan 160 

8CRIBN£B (J. M.)* Engineers' and Mechanics' 
Companion. Comprising United States Weights and 
Measures. Mensiu-ation of Superflces and Solids, 
Tables of Squares and Cubes, Square and Cube Roots, 
Circumference and Areas of Circles, the Mechanical 
Powers, Centres of Gravity, Gravitation of Bodies, 
Pendulmns, Speclflc Gravity of Bodies. Strength, 
Weight, and Crush of Materials, Water-Wheels, 
Hydrostatics, Hydraulics, Statics, Centres of Per- 
cussion and Gyration, Friction Heat, Tables of the 
Weight of Metals, Scantling, eta, Steam and the 
Steam Engine. Twentieth edition revised. 16mo, 
full morocco 1 50 

S£ATON (A. £.)• A Manual of Marine Engineering. 
Comprising the Designing, Construction and Work- 
ing of Marine Mactiinery. With numerous tables 
and illustrations reduced from Working Drawings. 
Fourteenth edition. Revised throughout, with an 
additional chapter on Water Tube Boilers. 8vo., 
cloth ..6 00 

and ROUNTHWAITE ( W. M.). A Pocket- 
book of Marine Engineering Rules and Tables. For 
the use of Marine Engineers and Naval Architects, 
Designers, Draughtsmen, Superintendents, and all 
engaged in the design and construction of Marine 
M^hinery, Naval and Mercantile. Fifth edition, 
revised and enlarged. Pocket size. Leather, with 
diagrams. Reprinting. 
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SEXTON (A. HUMBOLDT). Fuel and Refractory 
Materials. 8vo, cloth 2 00 

SHIELDS (J. £.). Notes on Engineeriner (Construc- 
tion Embracinfir Discussions of the Principles 
involved, and Descriptions of the Material employed 
in Tunnelling, Bridging, Canal and Road Building, 
etc. 12mo, cloth 150 

SHOCK ( WM. H.). Steam Boilers : Their Lesign, 
Construction and Management. 4to, half morocco. 15 OG 

SHBEVE (S. H.). A Treatise on the Strength of 
Bridges and Roofs. Comprising the determination 
of Algebraic formulas for strains in Horizontal, 
Inclined or Rafter, Triangular, Bowstring, Lenticu- 
lar, and other Trusses, from fixed and moving loads, 
with practical applications and examples, for the 
use of Students and Engineers. 87 woodcut illus. 
Fourth edition. 8vo, cloth 3 50 

SHUNK (W. F.). The Field Engineer. A Handy 
Book of practice In the Survey, Location, and Truck- 
work of Railroads, contMining a large oollecti-n of 
Rules and Tables, original and selected, applicable 
to both the Standard and Narrow Gauge, and pre- 
pared with special leference to the wants of the 
young Eijgine- r. Eleventh edition, revised and 
enlarged. 12iuo, morucco, tucks 2 60 

SIM>IS (F. W.). A Treatise on the Principles and 
Practice of Levelling. Showing its application to 
purposes of Railway Engineering, and the Con- 
struction of Ro-ids, etc. Revist^d and corrected, 
with the addition of Mr. Laws' Practi al Examples 
for setting cut Railway Curves. Illustrated. 8vo, 
cloth 2 50 

SIMMS (W. F.), Practical Tunnelling. Fourth edition, 
revieed and greatly extended. Wiih additional 
chapters illustrating recent practice by D. Kinuear 
Clark. With 3t5 p ates and other illustrations. Im- 
perial 8vo, cloth 12 00 

SLATER (J. W.). Sewage Treatment, Purification, 
and Utilization. A Practical Manual for the Use of 
Corporations, Local Boards, Medical Officers of 
Heuth, Inspectors of Nuisances, Chemists, Manu- 
facturers, Riparian Owners, Engineers, and Rate- 
payers. 12mo, cloth 2 25 
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SMITH (I8AAO W., O. K.)* The Theory of Deflec- 
tions and of Latitudes and Departures. With special 
applications to CuiriUnear Surveys, for Ali^riunents 
of Railway Tracks. Illustrated. 16mo, morocco, 
tucks 3 00 

SNSIX (AI.BION T.). Electric Motive Power: The 

.Transmission and Distribution of Electric Power by 

Continuous and Alternate Currents With a Section 

on the Applications of Electricity to Mining Work. 

Second edition. 8vo, cloth, illustrated 4 00 

SPBYERS (CLARKNCE !«.). Text-Book of Physi- 
cal Chemistry. 6vo, doth 2 25 

STAHIi (A. W.), and A. T. TTOODS. Elementary 
Mechanism. A Text-Book for Students of Mechanical 
Enfcineering. Fourth edition, enlarged. 12mo, 
cloth 2 00 

STALET (OADY)» and PIEBSON, GEO. S. The 

Separate System of Sewerage: its Theory and Con- 
struction. Third edition, revised. 8vo, cloth. With 
maps, plates and illustrations 8 00 

STEVENSON (DAVID, F.R.S.N.). The Principles 
and Practice of Canal and River Engineering. lEte- 
vised by his sons David Alan Stevenson, B. 8c., F. R. 
S.E., and Charles Alexander Stevenson, B. Sc., F.R. 
S.E., Civil Engineer. Third edition, with 17 plates, 
8yo, cloth 10 00 

The Design and Construction of Harbors, A 

Treatise on Maritime Engineering. Third edition 
with 24 plates, 8vo, cloth 9 00 

STETV^ ART (B. W.). A Text Book of Light, Adapted 
to the Requirements of the Intermediate Science 
and Preliminary Scientific Examinations of the Uni- 
versity of London, and also for General Use, 
Numerous Diagrams and Examples. 12mo, cloth.. 100 

STEWART (R. W.). A Text Book of Heat, Dlus- 
trated, 8vo, cloth 1 00 



A Text Book of Magnetism and Electricity, 160 



Ulus. and Numerous Examples. 12mo, cloth 1 00 

STIIiES (AMOS). Tables for Field Engineers. De- 
signed for use in the field. Tables containing all 
the functions of a one degree curve, from which a 
corresponding one can be found for any required 
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THS VAN NOSTRAND SCIENCE SERIES. 

Ho. COl-STRENGTH OF WROUGHT-IRON BRIDGB MEM- 
BEBS. By S. W. Robinson, C.E. 

Nad.— POTABLE WATER AND METHODS OP DETECT- 
ING IMPURITIES. By M. N. Baker. 

Na 69.— THE THEORY OF THE GAS - ENGINE. By 
Dougald Clerk. Second edition. With additional 
matter. Edited by F. £. Idell, M.E. 

Na «•.— HOUSE DRAINAGE AND SANITARY PLUMB- 
ING. By W. P. Gerhard. Sixth edition. R«- 
Tised. 

No. 64.— ELECTRO-MAGNETS. By A. N. Mansfield. 

Ko. 66.— POCKET LOGARITHMS TO FOUR PLACES OP 
DECIMALS. 

Ko. W.— DYNAMO-ELECTRIC MACHINERY. By S. P. 
Thompson. With liotes by F, L. Pope. Third 
edition. 

No. e?.— HYDRAULIC TABLES BASED ON " KUTTER'S 
P^ORMULA." By P. J. Flynn. 

Ko. 68.— STEAM-HEATING. By Robert Briggs. Third 
edition, revised, with additions by A. R. Wolff. 

Ko. e».-CHEMICAL PROBLEMS. By Prof. J. C. Foye 

Third edition, revised and enlarged. 

No. 70.— EXPLOSIVE MATERIALS. John P. Wisser, i:. R. A. 

Ko. 71.— DYNAMIC ELECTRICITY. By John Hopkinson, 
J. N. Shoolbred, and R. E. Day. 

Ko. ?».— TOPOGRAPHICAL SURVEYING. By George J. 
Specht, Prof. A. S. Hardy, John B. McMaster, and 
H. F. Walling. 

No. 78.— SYMBOLIC ALGEBRA; OR, THE ALGEBRA OF 
ALGEBRAIC NUMBERS. By Prof. W. Cain. 

Na 74.— TESTING MACHINES : THEIR HISTORY, CON 
STRUCTION, AND USE. By Arthur V. Abbott 

Ka 75,— RECENT PROGRESS IN DYNAMO-ELECTRIC 
MACHINES. Being a Supplement to Dynamo 
Electric Machinery. By Prof. Sylvanus P 
Thompson. 

Uo. TO.— MODERN REPRODUCTIVK GRAPHIC PRO 

CESSES. By Lieut. James S. Pettit, U.S.A. 

No. 77.— STADIA SURVEYING. The Theory of Stadia 
Measurements. By Arthur Winslow. 

No. 7a— THE STEAM-ENGINE INI)ICATOR, AND ITS 
USE. By W. B. Le Van. 

Ifo. 79.— THE FIGURE OF THE EARTH. By Frank a 
Roberts, C.E. 

60.-H]CALTHy FOUNDATIONS FOB HOUSES. By 
Gleon Brown. 
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Na 100— HOW TO BECOME AN ENGINEER, or the Theo- 
retical and Practical Trainineiiecessary in fitting 
for the duties of the Civil jSngineer. By Prof; 
Geo. W. Plympton. 

No. 101.-— THE SEXTANT, and other Reflecting Mathemati- 
cal Instruments. With Practical Hints for their 
adjustment and use. By F. R. Brainard, U. 8. 
Navy. 

No. 102.— THE GALVANIC CIRCUIT INVESTIGATED 

MATHEIVIATICALLY. By Dr. G. S. Ohm, Ber- 
lin, 1827. Traf I slated by William Francis. With 
Preface and Notes by the Editor, Thonaas D. 
Lock wood, M.I.E.E. 

No. 103.— THE MICROSCOPICAL EXAMINATION OF 
POTABLE WATER. With Diagrams. By Geo. 
W. Rafter. 

No. 104.— VAN NOSTRAND'S 'TABLE BOOK FOR CIVIL 
AND MECHANICAL ENGINEERS. Compiled 
by Prof. Geo. W. Plympton, 

No. 105.— DETERMINANTS. An Introduction to the Study 
of, with Examples and Applications. By Prof. 
G. A. Miller. 

No. 106.— COMPRESSED AIR. Experiments upon the 
Transmission of Power by Compressed Air in 
Paris. (Popp's System.) By Prof. A. B. W. 
Kennedy. The Transmission and Distribution of 
Power from Central Stations by Compressed Air. 
By Prof. W. C. Unwin. 

No. 107.-A GRAPHICAL METHOD FOR SWING-BRIDGES. 
A Rational and Easy Graphical Analysis of the 
Stresses in Ordinary Swing-Bridges. With an 
Introduction on the General Theory of Graphical 
Statics. By Benjamin F. La Rue. 4 Plates. 

No. 108.— SLIDE VALVE DIAGRAMS. A French Method 
for Constructing Slide Valve Diagrams. By Lloya 
Bankson, B.S., Assistant Naval Constructor, u. 
S. Navy. 8 Folding Plates. 

No. 109.— THE MEASUREMENT OF ELECTRIC CUR- 
RENTS. Electrical Measuriner Instruments. By 
James Swinburne. Meters for Electrical Energy. 
By C. H. Wordingham. Edited, with Preface, 
by T. Comnierford Martin. Folding Plate and 
numerous illustrations. 

No. llO.-TRANSrnON CURVES. A Field-Book for Engin- 
eers, containing Rules and Tables for Laying 
out Transition Curves. By Walter G. Fox, C.E. 

No. 111.— GAS-LIGHTING AND GAS-FITTING. Specifica- 
tions and Rules for Gas-Piping. Notes on the 
advantages of Gas for Cooking and Heating, and 
Useful Hints to Gas Consumers. Second edition, 
rewritten and enlarged. By Wm. Paul Geriiara, 
C.E. 
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Gould, M. Am. Sec. C. E. 
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